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PREFACE 



The Literature Catalog is published by Literature and Distribution Services 
(LDS) to serve the documentation needs of Control Data's sales force, system 
support personnel, field engineers, and internal/external customers. 

The catalog is comprised of five sections: 

Control Data 4000 Series Documentation 

Hardware - Equipment Identification Number 

This section lists hardware manuals by equipment identification number 
for individual equipment. Product numbers are included in parentheses 
after the equipment identification number. 

Hardware - Product/System Number 

This section lists hardware manuals by product or system numbers and 

many entries include a cross-reference to an equipment identification 

number. 

Software - Operating System 

This section lists software manuals by operating system and the 
appropriate product set. Also, application manuals are printed beneath 
the system heading. If a software item runs on more than one system, it 
is listed under each one. 

Miscellaneous 

This section lists both hardware and software publications in alphabetical 

order by title. 
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Control Data Systems, Inc. 
Literature & Distribution Services 
4201 Lexington Avenue North 
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CUSTOMER ORDERING PROCEDURES 



ORDERING 



Mail your Purchase Order or Prepaid Customer Order Form along with payment 
(check or money order) to: 

Control Data Systems, Inc. 
Literature and Distribution Services 
4201 Lexington Avenue North 
Arden Hills, MN 55126-6198 

COD, Purchase Orders, and Visa and MasterCard may be phoned in on 
612-482-3801. A purchase order must follow confirming the phone order and 
marked CONFIRMING - DO NOT DUPLICATE. 

PAYMENT 

All prices are subject to your local and state sales tax. If you have a tax 
exempt number, please include it in your order. 

Terms are net 30 days, with an established credit account. If an account 
is not established, terms are cash in advance or COD. 

PRICING INFORMATION 

Prices contained in this catalog are for DOMESTIC CUSTOMERS only, and are 
subject to change without notice. 

• Price Quotes - Available upon request and are valid for 30 days. 

• Return for Credit - Manuals which customers have ordered in excess of their 
needs, may be returned within 90 days of purchase, if the publications are 
still in an unused condition. IT IS IMPORTANT THAT YOU CONTACT AND 
RECEIVE FROM LDS WRITTEN APPROVAL BEFORE ANY MANUALS ARE 
RETURNED TO LDS. A restocking charge of 20 percent is assessed against 
all return to stock items. 

• Order Discrepancies - All order discrepancies MUST be reported within 30 
days of receipt. 

SHIPPING 

All prices are FOB destination, prepaid and absorbed. Air freight will be 
invoiced as a separate item or sent freight collect. 
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CONTROL DATA PERSONNEL ORDERING PROCEDURES 



LPS ORDER FORM 

Use the Order Form (AA1 538-2) shown on the preceding page. Complete the 
following steps as you fill out the form. 

1. Complete shipping address. 

2. Corp Code and Cost Center to be billed. 

3. Publication number, description and quantity required. 

4. Revision packets for manuals are ordered by placing the publication number 
in the first column, the letter P in the column marked P, and the revision level 
needed in the column marked RV. If the revision packet is not available and 
the manuals may be substituted, enter BOOKFORM ACCEPTABLE under 
special instructions. 

5. Check mark a ship via box for UPS, 2-Day Air or Overnight delivery. 

(All orders will be shipped routine surface unless noted otherwise.) 

6. indicate special shipping instructions, etc. 

PLACING ORDERS 

The order form can be sent to LDS in the mail, or faxed to 612-482-4359. 
Orders can also be sent on E-Mail to the attention of LDS<S)cdc.com. E-Mail 
orders must include the same information required on the order form. 

Rush orders should be noted as either Rush Overnight or Rush 2nd Day. Rush 
orders can also be phoned in to 612-482-3801. 

RETURN TO STOCK 

LDS reserves the right to refuse any publications that are requested to be 
returned. 

A return authorization number must be assigned from LDS before items can be 
returned. Each request for return will be analyzed prior to the return 
authorization number being assigned. Returns can be denied because of 
revision level, overstock, or shipping costs. Also, if a return is authorized, the 
item will be restocked at LDS but credit will not be given to the ordering 
department. 



LIST OF MOST FREQUENTLY USED ABBREVIATIONS 



CE 

GD 

HB 

HMM 

HRM/CE 

HR/MM 

HRM 

IHB 

PIM 

RM 

SPM 

TSG 

UG 

W/L 



- Customer Engineering Manual 

- Guide 

- Handbook 

- Hardware Maintenance Manual 

- Hardware Reference Manual/Customer Engineering 
-Hardware Reference/Maintenance Manual 

- Hardware Reference Manual 

- Installation Handbook 

- Parts Identification Manual 

- Reference Manual 

- Site Preparation Manual 

- Troubleshooting Guide 

- User Guide 

- Wire List 



NOTE 

GF in front of a publication number means the publication is in microfiche form. 

* in price column means the publication is printed on demand. Please call for 
price quote. 

NLA in price column means the publication is no longer available. 
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OSF/Motif AES User Environment Volume (Version 1.1) 39.0 

OSF/Motif Programmer's Reference (Release 1.1) 42.0 

OSF/Motif Style Guide (Release 1.1) 20.0 

RISCwindows PSview User ' s Guide 3.0 

RISCwindows User ' s Set-Up Guide 3.0 

UIM/X Developer ' s Manual 24.0 

UIM/X Getting Started 

Xlib Programming Manual Volume 1 40.0 

Xlib Reference Manual Volume 2 39.0 

X Protocol Reference Manual Volume 34.0 

X Toolkit Intrinsics Programming Manual (MOTIF Ed. Vol.4)... 34.0 

X Toolkit Intrinsics Reference Manual Volume 5 

X Window System User's Guide (Motif Edition Vol.3) 29.0 

COMPILER AND LANGUAGES DOCUMENTATION 

Alsys Ada System for EP/IX User Manual 15 . Oi 

Alsys Ada System for EP/LX Ada Binding for POSIX User 

Alsys Ada System for EP/LX User Manual 

Assembly Language Programmer ' s Guide 

Compiler and C Programmer ' s Guide 

FORTRAN Language Reference 14. Oi 

FORTRAN Programmer's Guide 5.0i 

Pascal Programmer ' s Guide 7.01 

Peak FORTRAN Programmer's Gd/Optimization Gd/Language Ref... 

Peak FORTRAN Quick Reference 

Peak FORTRAN Quick Reference Card 

Peak FORTRAN User ' s Guide . 

APPLICATIONS AND PRODUCT SETS DOCUMENTATION 

ARIA*HSM & ARIA*Remote HSM Client Component Sys . Admin. Gd. . 9.0( 

ARIA*HSM & ARIA*Remote HSM Server Component Sys. Admin. Gd. . 23. 0( 

ARIA*Migrator Administrator's Guide 6.0( 

ARIA*NetBackup and ARIA*Volume Manager Troubleshooting Guide 13. 0( 

ARIA*NetBackup Administrator's Guide 22. 0( 

ARIA*NetBackup User's Guide 10. 0( 

ARIA*NetBackup for Macintosh User's Guide 3.0( 

ARIA*NetBackup for Novell Netware User's Guide 6.0( 

ARIA*NetBackup for Windows User ' s Guide 6 . 0( 

ARIA*NetBackup for Windows NT Server User's Guide 6.0( 

ARIA*SMM Administrator ' s Guide 10 . 0( 

ARIA*UniTree Reference Manual 5 . 0( 

ARIA*UniTree System Administrator Guide 6 . OC 

ARIA*UniTree User Guide 2 . OC 

ARIA*Volume Manager Administrator's Guide 18. OC 

ARIA*Volume Manager Administrator's Guide for EP/IX 16. OC 

ARIA*Volume Manager Device Configuration Reference 9.0C 

AWBUS Administrator ' s Guide Version 2.3 ^ 

AWBUS User's Guide Version 2.3 5.0C 

Control Data 4000 Series Applications Directory (1/93) 40. OC 

ControlServ Administrator ' s Guide ■* 

DualManager/Discovery User ' s Guide ■* 

DualManager Programmer ' s Reference . ■* 

DualManager User ' s Guide ■* 

UniTree Central File Manager Error Diagnostics Guide 7.0C 
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60487802 
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60487803 


A 


60487804 
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60487805 
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ASCENT PUBLICATIONS 

ASCENT*DNI Network Manager Guide 

ASCENT*DNI User Guide 

ASCENT*Link Administrator ' s Guide 

ASCENT* Administration Guide 

ASCENT* Configuration Guide (2 volumes) 

ASCENT* User's Guide (3 volumes) 

ASCENT*DataLink User Guide 

ASCENT*Gateway Technical Guide '. 

ASCENT*Graphics User Guide 

ASCENT*PC Technical Guide 

ASCENT*PC User Guide (3 voliimes) 

ASCENT*Suite Configuration Guide 

ASCENT*Windows Configuration Guide 

ASCENT *Windows User Guide 

ASCENT*SNA Access Kit (includes 8 manuals listed below) . 

ASCENT*SNA Common Service Verbs Programmer's Guide 

ASCENT*SNA Configuration Guide 

ASCENT*SNA Diagnostics Guide 

ASCENT*SNA Glossary 

ASCENT*SNA Installation Guide 

ASCENT*SNA Management Guide . 

ASCENT*SNA User Interface Guide 

Getting to Know ASCENT*SNA 

ASCENT*SNA 3270 Kit (includes 2 manuals listed below) , . . 

ASCENT*SNA 3270 User's Guide . .' 

ASCENT*SNA HLLAPI Programmer's Guide 

ASCENT*SNA APPC Programmer ' s Guide 

BASISplus FOR EP/IX 

Documentation Guide for BASISplus (2/15/94) 

BASISplus Command Procedures 

BASISplus Complete FIND Handbook 

BASISplus Database Definition and Development 

BASISplus Database Planning and Design 

BASISplus/Express Vol.1 Retrieval and Update 

BASISplus/Express Vol.2 Database Definition 

BASISplus/Express-W 

BASISplus Interactive FQM Commands 

BASISplus Interactive FQM Quick Reference 

BASISplus Markup and Style Guide 

BASISplus Master Index 

BASISplus Programming Vol.1 Conventional Records 

BASISplus Programming with DHI 

BASISplus Programming with OpenAPI 

BASISplus Reports 

BASISplus Screens 

BASISplus System Administration for UNIX 

BASISplus Thesaurus 

BASISplus Utilities Manual for UNIX 

Getting Started in BASISplus (Applic. Building Made Easy) 
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MICROFOCUS COBOL 

00008710 MicroFocus COBOL for UNIX Version 3.2 Manual Set 

60486937 A MicroFocus COBOL for UNIX Version 3.1 Manual Set 

60486939 A MicroFocus COBOL Dialog Sys Character Mode User Guide V3 . . . 

60486938 A MicroFocus COBOL Toolbox for UNIX Ver. 3.1 Oper Guide 

60486936 A MicroFocus COBOL/2 for UNIX V3 . (Obsolete R/B 60486937) 

60486934 A MicroFocus COBOL/2 for UNIX (Obsolete R/B 60486937) 

60486935 A MicroFocus COBOL/2 for UNIX VI. 3 (Obsolete R/B 60486937) 



525. C 
497.0 
249.0 
249.0 



ORACLE VERSION 6.0 FOR EP/IX 

60488052 U Documentation Guide for ORACLE (10/10/95) 1.0 

60488038 A CASE*Designer Messages Ver. 1.0 24.0 

60488039 A CASE*Designer User's Guide & Tutorial Ver. 1.0 68.0 

60488035 A CASE*Dictionary Messages Ver. 4.1 31.0 

60488036 A CASE*Dictionary Tutorial Ver. 4.1 46.0 

60488037 A CASE*Dictionary User's Guide & Reference Ver. 4.1 46.0 

60488040 A CASE*Generator for SQL*Forms Reference & Tutorial Ver. 1.0.. 39.0 

41621233 D Database Administrator's Guide Ver. 6.0 98.0 

41621236 C Error Messages & Codes Manual Ver. 6.0 27.0 

41621419 A ORACLE for UNIX Technical Reference Guide Ver. 6.0 66.0 

41621430 A ORACLE*Mail Administrator's Guide Ver. 1.1 37.0 

41621431 A ORACLE*Mail Application Programmer's Guide Ver. 1.1 29.0 

41621429 A ORACLE*Mail Quick Reference Card Ver. 1.1 1.0 

41621428 A Quick Tour of ORACLE*Mail Ver. 1.1 20.0 

60488054 A Oracle*Terminal User's Guide Ver. 1.0 38.0 

41621234 C ORACLE Utilities User's Guide Ver. 6.0 29.0 

60488031 A PL/SQL User's Guide & Reference Ver. 1.0 34.0 

41621422 A Pro*Ada ORACLE Call Interfaces User's Guide Ver. 1.1 48.0 

41621423 A Pro*Ada Programmatic Interface Addendum Ver. 1.3 20.0 

41621421 A Pro*Ada User's Guide Ver. 1.2 48.0 

60488047 A Pro*C Supplement to the ORACLE Precompilers Guide Ver. 1.3.. 32". 

60488045 A Pro*COBOL Supplement to the ORACLE Precompilers Guide VI . 3 . . 24.0 

60488046 A Pro*FORTRAN Supplement to the ORACLE Precompilers Gd. VI . 3 . . 24.0 
60488044 A Programmer's Guide to the ORACLE Call Interfaces Ver. 6.0... 42.0 
60488043 A Programmer's Guide to the ORACLE Precompilers Ver. 1.3 44.0 

60488033 A RDBMS Performance Tuning Guide Ver. 6.0 21.0 

60488015 B RISC/OS-Based Systems Installation & User's Guide V6.0.30... 58.0 

60488058 A RISC/OS-Based Systems System Release Bulletin Ver. 6.0.33... 19.0 

41619074 A SQL*Calc User's Guide Ver. 1.2 48.0 

60488034 A Introduction to SQL*Calc Ver. 1.1 20. 0^ 

60488056 A Advanced SQL*Forms Techniques Ver. 3.0 29.0 

41621255 B SQL*Forms Designer's Quick Reference Ver. 2.3 13. Oi 

41621255 C SQL*Forms Designer's Quick Reference Ver. 3.0 13. Oi 

41621249 A SQL*Forms Designer's Reference Ver. 2.0 63. Oi 

4162124 9 B SQL*Forms Designer's Reference Ver. 3.0 63. Oi 

41621248 B SQL*Forms Designer's Tutorial Ver. 2.3 26. Oi 

41621248 C SQL*Forms Designer's Tutorial Ver. 3.0 26.01 

60488026 A SQL*Forms Documentation Addendum Ver. 2.3 

41621247 B SQL*Forms Operator's Guide Ver. 2.3 

41621247 C SQL*Forms Operator's Guide Ver. 3.0 

41621416 A SQL*Forms Operator's Keyboard Card Ver. 3.0 5.01 

41621254 B SQL*Forms Operator's Quick Reference Ver. 2.3 12.01 

41621254 C SQL*Forms Operator's Quick Reference Ver. 3.0 12. 0( 

41621417 A Introduction to SQL*Forms & SQL*Menu Ver. 3.0 12. 0( 

60488057 A SQL Language Quick Reference Ver. 6.0 13. Q( 

60488032 A SQL Language Reference Ver. 6.0 50.0( 
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41621720 
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41621703 




41621709 
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41621710 
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41621708 
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41621711 
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41621430 
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SQL*Menu User ' s Guide Ver . 4.1 

SQL*Menu User's Guide and Reference Ver. 5 
SQL*Net Asynchronous User's Guide Ver. 1.2 

SQL*Net DECnet Ver . 1.2 

SQL*Net TCP/IP User's Guide Ver. 1.2 
SQL*Plus Quick Reference Ver. 3.0 ... 
SQL*Plus User's Guide & Reference Ver 

SQL*Report Addendum Ver. 1.1 

SQL*Report User's Guide Ver. 1.0 .... 
SQL*ReportWriter Key Mapping Card Set Ver. 

SQL*ReportWriter Reference Ver. 1.1 

Building Reports with SQL*ReportWriter Ver 
Introduction to SQL*ReportWriter Ver. 1.1 
SQL*Text Retrieval Administrator's Guide Ver 
SQL*Text Retrieval Developer's Guide Ver. 1.1 
SQL*Text Retrieval Messages Ver. 1.1 



ORACLE 7 FOR EP/IX2 

Documentation Guide for ORACLE (10/10/95) 

CASE Products Reference Diagrams Ver. 5.0 

CASE*Designer Error Messages Ver . 1.1 

CASE*Designer Reference Diagrams Ver . 1.1 

CASE*Designer User's Guide and Tutorial Ver. 1.1 

CASE Dictionary Administration Guide Ver. 5.1 

CASE Dictionary Messages Ver . 5.1 

CASE Dictionary Reference Guide Vol . 1 Ver . 5.1 

CASE Dictionary Reference Guide Vol.2 Ver. 5.1 

CASE Dictionary Tutorial Ver . 5.1 

CASE*Dictionary Administration Guide Ver. 5.0 

CASE*Dictionary Messages Ver . 5.0 

CASE*Dictionary Meta-model Ver . 5.0 

CASE*Dictionary Reference Guide Ver . 5.0 

CASE*Dictionary Tutorial Ver . 5.0 

CASE*Generator Error Messages Ver . 2.0 

CASE*Generator for SQL*Forms/SQL*Menu Tutorial & Ref V2 . . . 
CASE*Generator for SQL*ReportWriter/SQL*Plus Tut . /Ref VI . . 
Multiprotocol Interchange Administrator's Guide Ver. 2.0 .. 

Oracle Book Designer ' s Reference 1.0 

Oracle Book Designer ' s Tutorial 1.0 

Oracle Book User ' s Guide & Reference 1.0 

Oracle CDE for MIPS ABI Installation & Config. Gd.Rel.7.1.4 

Oracle Data Browser Reference 1.0 

Oracle Data Browser System Administrator's Guide 1.0 

Oracle Data Browser User ' s Guide 1.0 

Oracle Data Query Administrator's Guide Ver. 3.1 

Oracle Data Query User's and Administrator Quick Ref. V3 . 1 . 

Oracle Data Query User's Guide and Tutorial Ver. 3.1 

ORACLE Forms Developer ' s Companion 4.0 

Oracle Forms Generator Messages Ver . 4.0 

Oracle Forms Generator User's Guide & Tutorial Ver. 4.0 ... 

Getting Started with Oracle Forms Ver . 4.0 

Oracle Graphics Reference Ver. 2.0 

Oracle Graphics Reference Manual Addendum Ver. 2.0.7 

Oracle Graphics User ' s Guide Ver . 2.0 

Oracle Graphics User Guide & Reference Ver. 1.0 

ORACLE*Mail Administrator ' s Guide Ver . 1.1 
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ORACLE*Mail Application Programmer's Guide Ver. 1.1 

ORACLE*Mail Quick Reference Card Ver . 1.1 

Quick Tour of ORACLE*Mail Ver . 1.1 

ORACLE for MIPS ABI Installation & Config. Guide Rel. 7.1.6. 

ORACLE Names Administrator's Guide Ver. 1.0 

ORACLE Network Manager Administrator's Guide Ver. 1.0 

Oracle Network Products Messages Ver . 2.1 

Oracle Office Administrator's Guide Ver. 2.0 

Oracle Office for MIPS ABI Systems Release Update Rel. 2. 0.14 

Oracle Office Mail API Addendum Ver. 2.0 . . 

Oracle Office User's Guide GUI Ver. 2.0 

ORACLE Performance Tuning Ver. 6 & Ver. 7 

Oracle Reports Documentation Addendum Ver. 2.0 

Oracle Reports Generator Messages Ver . 2.0 

Oracle Reports Generator Tutorial & Reference Ver. 2.0 

Oracle Reports Messages & Codes GUI Ver. 2.0 

Oracle Reports Migration Guide GUI Ver. 2.0 

Oracle Reports Operator's Manual GUI Ver. 2.0 

Oracle Reports Reference Manual GUI Ver . 2.0 

Building Reports with Oracle Reports Ver. 2.0 

Oracle Server Manager User's Guide Release 2.1 

Oracle Server Manager User's Guide Release 2.0 

Oracle Terminal User ' s Guide Ver . 2.0 

Oracle Tools for UNIX Administrator's Ref. Gd. Rel. 6.0 & 7.1 
Oracle Tools for UNIX Administrator's Ref. Gd. Ver. 7.0 .... 

Oracle for UNIX Performance Tuning Tips 

Oracle7 for MIPS ABI Systems Install/Configuration Guide 7.2 

Oracle7 Server Administrator's Guide Release 7.2 

0RACLE7 Server Administrator's Guide Ver. 7,0 

Oracle7 Server Application Developer's Guide Release 7.2 ... 

0RACLE7 Server Application Developer's Guide Ver. 7.0 

Oracle7 Server Concepts Release 7.2 

0RACLE7 Server Concepts Manual Ver . 7.0 

0RACLE7 Server Documentation Addendum Release 7.1 

0RACLE7 Server Documentation Addendum (Beta2 Documen . ) V7 . 1 . 2 

Oracle7 Server Messages Release 7.2 

0RACLE7 Server Messages and Codes Manual Release 7.1 

0RACLE7 Server Messages and Codes Manual Ver. 7.0 

Oracle7 Server Migration Release 7.2 

0RACLE7 Server Migration Guide Ver . 7.0 

Oracle7 Server MIPS ABI Administrator Ref. Gd. Addendum 7.2. 

Oracle7 Server Reference Release 7.2 

0RACLE7 Server SQL Language Quick Reference Ver. 7,0 

0RACLE7 Server SQL Language Reference Manual Ver. 7.0 

Oracle7 Server SQL Reference Release 7.2 

Oracle7 Server Tuning Release 7.2 

Oracle7 Server Utilities Release 7.2 

0RACLE7 Server Utilities User's Guide Ver. 7.0 

0RACLE7 Server Utility User's Guide Release 7.1 

0RACLE7 Server for UNIX Administrator's Reference Gd, Rel. 7.1 
0RACLE7 Server for UNIX Administrator's Ref. Gd. Ver. 7.0.12 
Oracle7 Tools MIPS ABI Administrator Ref Gd. Addendum 7.2 .. 
PL/SQL Release 2.1 & Oracle Precompilers Release 1.6 Adden.. 

PL/SQL User's Guide and Reference Release 2.2 

PL/SQL User ' s Guide and Reference Ver . 2.0 . 

PRO*C Precompiler Supplement Ver. 1.5 .'.... 
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PRO*C Supplement to the Oracle Precompilers Gd. Release 1.6. 
PRO*COBOL Supplement to the Oracle Precompilers Gd. Rel. 1.7 



PRO*COBOL Supplement to the Oracle Precompilers Gd. Rel. 1 
Pro*FORTRAN Supplement to Oracle Precompilers Guide Ver. 1 
PRO*FORTRAN Supplement to the Oracle Precompilers Gd.Rel.l 
Programmer's Guide to the Oracle Call Interface Release 7.2 
Programmer's Guide to the Oracle Call Interfaces Ver. 7.0 
Programmer's Guide to the Oracle Call Interfaces Release 7 
Programmer's Guide to the Oracle Precompilers Ver. 1.5 
Programmer's Guide to the Oracle Precompilers Release 1.6 
Programmer's Guide to the PRO*ADA Precompiler Release 1.7 
Programmers Gd. to the Oracle PRO*C/C++ Precompiler Rel 
Programmer's Guide to the Oracle PRO*C Precompiler Rel 

RDBMS Performance Tuning Guide Ver. 6.0 

SQL*DBA to Oracle Server Manager Migration Guide Rel 
Advanced SQL*Forms Techniques Ver. 3.0 . 
SQL*Forms Designer's Quick Reference Ver 
SQL*Forms Designer's Reference Ver. 3.0 
SQL*Forms Designer's Tutorial Ver. 3.0 . 
SQL*Forms Operator's Guide Ver. 3.0 .... 
SQL*Forms Operator's Keyboard Card Ver. 3.0 . 
SQL*Forms Operator's Quick Reference Ver. 3.0 
Introduction to SQL*Forms * SQL*Menu Ver. 3.0 
SQL*Menu User's Guide and Reference Ver. 5.0 
SQL*Net Administrator's Guide Ver. 2.0 
SQL*Net Asynchronous User's Guide Ver 
SQL*Net TCP/IP User's Guide Ver. 1.2 
SQL*Net TCP/IP User's Guide Ver. 1.2 

Understanding SQL*Net Ver. 2.1 

SQL*Plus Quick Reference Release 3.2 
SQL*Plus Quick Reference Ver. 3.1 ... 
SQL*Plus User's Guide and Reference Release 
SQL*Plus User's Guide and Reference Ver. 3 

SQL*Report Addendum Ver . 1.1 

SQL*Report User's Guide Ver. 1.0 

SQL*ReportWriter Key Mapping Card Set Ver. 1.1 

SQL*ReportWriter Reference Ver. 1.1 

Building Reports with SQL*ReportWriter Ver 
Introduction to SQL*ReportWriter Ver. 1.1 
SQL*TextRetrieval Administrator's Guide Ver. 2.0 
SQL*TextRetrieval Developer's Guide Ver. 2 
SQL*TextRetrieval Messages Ver. 2.0 



ORACLE? FOR IRIX5 

Documentation Guide for ORACLE (6/9/95) ... 
CASE Products Reference Diagrams Ver. 5.0 . 

CASE*Designer Error Messages Ver. 1.1 

CASE*Designer Reference Diagrams Ver. 1.1 . 
CASE*Designer User's Guide and Tutorial Ver 
CASE Dictionary Administration Guide Ver. 5 

CASE Dictionary Messages Ver. 5.1 

CASE Dictionary Reference Guide Vol.1 Ver. 5.1 
CASE Dictionary Reference Guide Vol.2 Ver. 5.1 

CASE Dictionary Tutorial Ver . 5.1 

CASE*Dictionary Administration Guide Ver. 5.0 
CASE*Dictionary Messages Ver. 5.0 



21.00 
32.00 
30.00 
21.00 
21.00 
64.00 
32.00 
75.00 
32.00 
70.00 
51.00 
64.00 
56.00 
21.00 
15.00 
20.00 
13.00 
63.00 
26.00 
26.00 

5.00 
12.00 
12.00 
52.00 
24.00 
35.00 
29.00 
45.00 
35.00 
13.00 
12.00 
42.00 
43.00 

1.00 
33.00 

7.00 
23.00 
32.00 
16.00 
43.00 
39.00 
19.00 



00 
00 



31.00 
7.00 
37.00 
25.00 
17.00 
43.00 
43.00 
28.00 
26.00 
38.00 
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Pub. No. figv. liMs 



41621475 


A 


41621478 


A 


41621477 


A 


41621474 


A 


41621441 


A 


41621442 


A 


A32130-1 




41621497 


A 


41621720 


A 


41621721 


A 


41621719 


A 


A30690-1 




41621723 


A 


41621724 


A 


41621722 


A 


41621481 


A 


41621483 


A 


41621482 


A 


A10960-1 




A16010-1 




A16012-1 




41621703 




41621709 


A 


41621710 


A 


41621708 


A 


41621711 


A 


41621430 


A 


41621431 


A 


41621429 


A 


41621428 


A 


A32129-1 




A16266-1 




A16264-1 




A16263-1 




A13365-1 




A18177-2 




A10968-2 




A13389-1 




A18604-1 




41621717 


A 


A16009-1 




A16011-1 




41621712 


A 


41621713 


A 


41621716 


A 


41621715 


A 


41621714 


A 


A14808-1 




A11700-1 




A18525-1 




A22535-1 




6772-70-0492 




41621479 


B 


A36047-1 




41621444 


A 


41621445 


A 



CASE*Dictionary Meta-model Ver. 5.0 

CASE*Dictionary Reference Guide Ver. 5.0 . 

CASE*Dictionary Tutorial Ver. 5.0 

CASE*Generator Error Messages Ver. 2.0 ... 
CASE*Generator for SQL*Forms/SQL*Menu Tutorial & Ref V2 
CASE*Generator for SQL*ReportWriter/SQL*Plus Tut . /Ref VI 
Getting Started with ORACLE Online Docum. MIPS ABI Rel . 7 
Multiprotocol Interchange Administrator's Guide Ver 

Oracle Book Designer ' s Reference 1.0 

Oracle Book Designer • s Tutorial 1.0 

Oracle Book User's Guide & Reference 1.0 

Oracle CDE for MIPS ABI Installation & Config. Gd.Rel 

Oracle Data Browser Reference 1.0 

Oracle Data Browser System Administrator's Guide 1.0 

Oracle Data Browser User ' s Guide 1.0 

Oracle Data Query Administrator's Guide Ver. 3.1 ... 

Oracle Data Query User's and Administrator Quick Ref. V3 

Oracle Data Query User's Guide and Tutorial Ver. 3.1 

ORACLE Forms Developer's Companion 4.0 ... 

Oracle Forms Generator Messages Ver. 4.0 . 

Oracle Forms Generator User's Guide & Tutorial Ver. 4.0 

Getting Started with Oracle Forms Ver. 4.0 

Oracle Graphics Reference Ver. 2.0 

Oracle Graphics Reference Manual Addendum Ver. 2.0.7 

Oracle Graphics User's Guide Ver. 2.0 

Oracle Graphics User Guide & Reference Ver. 1.0 . 

ORACLE*Mail Administrator's Guide Ver, 1.1 

ORACLE*Mail Application Programmer's Guide Ver. 1 

ORACLE*Mail Quick Reference Card Ver. 1.1 

Quick Tour of ORACLE*Mail Ver. 1.1 

ORACLE for MIPS ABI Installation & Config. Guide Rel 

ORACLE Names Administrator's Guide Ver. 1.0 

ORACLE Network Manager Administrator's Guide Ver. 1.0 

Oracle Network Products Messages Ver. 2.1 .. 

Oracle Office Administrator's Guide Ver. 2.0 

Oracle Office for MIPS ABI Systems Release Update Rel. 2.0 

Oracle Office Mail API Addendum Ver. 2.0 . 

Oracle Office User's Guide GUI Ver. 2.0 .. 

ORACLE Performance Tuning Ver. 6 & Ver. 7 

Oracle Reports Documentation Addendum Ver. 2.0 

Oracle Reports Generator Messages Ver. 2.0 

Oracle Reports Generator Tutorial & Reference Ver 

Oracle Reports Messages & Codes GUI Ver. 2.0 .... 

Oracle Reports Migration Guide GUI Ver. 2.0 

Oracle Reports Operator's Manual GUI Ver. 2.0 ... 
Oracle Reports Reference Manual GUI Ver. 2.0 .... 
Building Reports with Oracle Reports Ver. 2.0 ... 
Oracle Server Manager User's Guide Release 2.0 .. 

Oracle Terminal User's Guide Ver. 2.0 

Oracle Tools for UNIX Administrator's Ref. Gd. Rel. 6.0 & 
Oracle for UNIX Performance Tuning Tips . . 
ORACLE for UNIX Systems Error Message Manual Ver. 7.0 
0RACLE7 for MIPS ABI Installation & Config. Guide Rel 
Oracle7 for MIPS ABI Systems Install/Configuration Guide 

0RACLE7 Server Administrator's Guide Ver. 7.0 

0RACLE7 Server Application Developer's Guide Ver. 7.0 .. 
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50. 
62. 
29. 

16. 
53. 
31. 
18. 
17. 
15. 
11. 
18. 
13. 
22. 

8. 
22. 
21.1 
15.1 
32.1 
46.1 
14. 
66. 
21. 
55. 

1. 
21. 
27. 
37. 
29. 

1. 
20. 
74. 
43. 
35. 
43. 
46. 
26. 

9. 

34. 

106. 

1. 
10. 
49. 
19. 
19. 
22. 
71. 
47. 
39. 
26. 
79. 
23. 
18. 
40. 
55. 
67. 
44. 
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CONTROL DATA SYSTEMS LITERATURE CATALOG 



"b- Mo. Rev. Title 



1621443 


A 


12042-3 




12379-2 




1621450 


A 


36044-1 




1621449 


A 


1621448 


A 


12389-1 




17888-1 




1621465 


A 


36048-1 




11828-3 




1621453 


A 


16084-1 




1621458 


A 


16083-1 




,16086-1 




1621498 


A 


,14530-1 




1621455 


A 


.18820-1 




1621454 


A 


.16458-1 




434-15-1292 




0488033 


A 


0488056 


A 


1621255 


C 


1621249 


B 


1621248 


C 


1621247 


C 


1621416 


A 


1621254 


C 


1621417 


A 


1621415 


A 


1621456 


B 


10488022 


A 


;0488041 


A 


.16029-1 




.1621452 


A 


[1621451 


A 


;0488027 


A 


[1619081 


A 


i0488053 


A 


i0488021 


A 


10488049 


A 


;0488048 


A 


11621486 


A 


11621484 


A 


11621485 


A 


Q6486-2 




^9064-1 




^23326-1 




^31466-1 




^33674-1 





0RACLE7 Server Concepts Manual Ver . 7.0 

0RACLE7 Server Documentation Addendum Release 7.1 

0RACLE7 Server Messages and Codes Manual Release 7.1 

0RACLE7 Server Migration Guide Ver. 7.0 

Oracle7 Server MIPS ABI Administrator Ref Gd. Addendum 7.2 . 

0RACLE7 Server SQL Language Quick Reference Ver. 7.0 

0RACLE7 Server SQL Language Reference Manual Ver. 7.0 

0RACLE7 Server Utility User's Guide Release 7.1 

0RACLE7 Server for UNIX Administrator's Reference Gd.Rel.7.1 
0RACLE7 Server for UNIX Administrator's Ref. Gd. Ver. 7.0.12 
Oracle7 Tools MIPS ABI Administrator Ref Gd. Addendum 7.2 .. 
PL/SQL Release 2.1 & Oracle Precompilers Release 1.6 Adden.. 

PL/SQL User ' s Guide and Reference Ver . 2.0 

PRO*C Supplement to the Oracle Precompilers Gd. Release 1.6. 

PRO*C Precompiler Supplement Ver . 1.5 

PRO*COBOL Supplement to the Oracle Precompilers Gd. Rel. 1.6 
PRO*FORTRAN Supplement to the Oracle Precompilers Gd.Rel.1.6 
Pro*FORTRAN Supplement to Oracle Precompilers Guide Ver. 1.5 
Programmer's Guide to the Oracle Call Interfaces Release 7.1 
Programmer's Guide to the Oracle Call Interfaces Ver. 7.0 .. 
Programmer's Guide to the Oracle Precompilers Release 1.6 .. 

Programmer's Guide to the Oracle Precompilers Ver. 1.5 

Programmer's Guide to the Oracle PRO*C Precompiler Rel. 2.0. 

Programmer's Guide to the PRO*ADA Precompiler VI , 5 

RDBMS Performance Tuning Guide Ver . 6.0 

Advanced SQL*Forms Techniques Ver . 3.0 

SQL*Forms Designer's Quick Reference Ver. 3.0 

SQL*Forms Designer's Reference Ver. 3.0 

SQL*Forms Designer ' s Tutorial Ver . 3.0 

SQL*Forms Operator ' s Guide Ver . 3.0 

SQL*Forms Operator's Keyboard Card Ver. 3.0 

SQL*Forms Operator's Quick Reference Ver. 3.0 

Introduction to SQL*Forms * SQL*Menu Ver. 3.0 

SQL*Menu User's Guide and Reference Ver. 5.0 

SQL*Net Administrator ' s Guide Ver . 2.0 

SQL*Net Asynchronous User ' s Guide Ver . 1.2 

SQL*Net TCP/IP User's Guide Ver. 1.2 

Understanding SQL*Net Ver. 2.1 

SQL*Plus Quick Reference Ver . 3.1 

SQL*Plus User's Guide and Reference Ver. 3.1 

SQL*Report Addendum Ver . 1.1 

SQL*Report User ' s Guide Ver . 1.0 

SQL*ReportWriter Key Mapping Card Set Ver. 1.1 

SQL*ReportWriter Reference Ver . 1.1 

Building Reports with SQL*ReportWriter Ver. 1.1 

Introduction to SQL*ReportWriter Ver . 1.1 

SQL*TextRetrieval Administrator's Guide Ver. 2.0 

SQL*TextRetrieval Developer ' s Guide Ver . 2.0 

SQL*TextRetrieval Messages Ver . 2.0 

ORACLE 7.0 FOR SOLARIS 

Getting Started Oracle Online Doc. Solaris 2.3 Rel. 7.0.16 
Getting Started Oracle Online Doc. Solaris 2.3 Rel. 7.1.3 
Getting Started Oracle Online Doc. Solaris 2.x Rel. 7.1.4 
Getting Started Oracle Online Doc. Solaris 2.x Rel. 7.1.6 
Getting Started with Oracle7 for UNIX Release 7.2 



price 

55.00 
21.00 
53.00 
16.00 
19.00 

9.00 
107.00 
38.00 
51.00 
38.00 
17.00 
20.00 
49.00 
21.00 
15.00 
30.00 
21.00 
21.00 
75.00 
32.00 
70.00 
32.00 
56.00 
39.00 
21.00 
20.00 
13.00 
63.00 
26.00 
26.00 

5.00 
12.00 
12.00 
52.00 
24.00 
35.00 
45.00 
35.00 
12.00 
43.00 

1.00 
33.00 

7.00 
23.00 
32.00 
16.00 
43.00 
39.00 
19.00 



7.00 

8.00 

19.00 

13.00 

10.00 
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CONTROL DATA SYSTEMS LITERATURE CATALOG 



Pub. No. R^v. litis 



££l£i 



A11878-4 
A23330-1 
A25584-1 
41621499 
A13172-3 
A34000-1 
A33679-1 
A14783-2 
A23325-1 
A25612-1 
A34001-1 
A33999-1 
A33143-1 



Oracle CDE for Sun SPARC Solaris 2.3 Release Update 7.0.16 . 19. C 

Oracle for Solaris 2.x Install/Conf ig. , Server Release 7.1.4 53. C 

Oracle for Sun Performance Tuning Tips 18 . C 

Oracle Network Products Messages Manual Ver. 2.0 17. C 

Oracle Office Sun SPARC Solaris 2.3 Release Update 2.0.14 .. 14. C 

Oracle Tools Solaris 2.x Administrator's Ref. Gd. Adden. 7.2 12 . C 

Oracle Tools for UNIX Administrator's Reference Gd. Rel. 7.2 41. C 

Oracle7 for Sun SPARC Solaris 2,3 Install/User's Gd. 7.1.3 . 41. C 

Oracle7 for Sun SPARC Solaris 2.x Install/Conf ig. Gd. 7.1.4. 83. C 

Oracle7 for Sun SPARC Solaris 2.x Install/Conf ig. Gd. 7.1.6. 62 . C 

Oracle7 for Sun SPARC Solaris 2.x Install/Conf ig. Gd. 7.2,2. 38. C 

0RACLE7 Server Solaris 2.x Administrator's Ref. Gd. Adden. 7. 2 13. C 

Oracle7 Server for UNIX Administrator's Reference Guide 7.2. 41. C 



A22369-2 
A30663-1 
A19769-2 
A32189-1 
A19866-1 
A30710-1 



ORACLE FOR HP 

Getting Started Oracle Online Doc. HP9000 Ser, 700/800 7.1.4. 9.C 

Oracle CDE HP9000 700/800 Install/Conf ig. Server Rel. 7.1.4. 54. C 

Oracle Office for HP9000 700/800 Release Update Rel. 2.0.14. 26. C 

Oracle Server for HP9000 700/800 Install/Conf ig. Rel. 7.1.6. 88. C 

Oracle7 Server for HP9000 700/800 Install/Conf ig, Rel, 7.1.3 47 . C 

Oracle7 Server for HP9000 700/800 Install/Conf ig. Rel. 7.1,4 87. C 



DFEADMI 
DEEAGSG 
DFEAOSG 
DEECONF 
DFECONF 
DFEDATA 
DFEINST 
DFEBASE 
DCEQLUG 
DEEINST 
DGEINST 
DEEQUIC 
DFEWCFM 
DEEWDWM 
DFEWDWM 
DFEWDWU 



62941142 
62941084 
62940774 
62941152 
62941159 
60000570 
60000571 
41629080 
62941146 
62941102 
62940763 
62941065 
62941160 
41629040 
41629060 



UNIPLEX PUBLICATIONS 

Uniplex Administration Guide Version 7.01 

Uniplex Advanced Graphics System User Guide 

Uniplex Advanced Office System User's Guide Version 7.01 .. 

Uniplex Configuration Guide (2 volumes) 

Uniplex Configuration Guide V7 . 01 

Uniplex Datalink User Guide 

Uniplex Installation Guide 

Uniplex II Plus Guide Version 7,01 

Uniplex Quick Look-Up Guide 

Uniplex Release/Installation Notes 

Uniplex Release/Installation Guide Ver. 7.02 

Uniplex V7 Quick Start User Guide 

Uniplex Windows Configuration Guide V7 . 01 

Uniplex Windows User ' s Guide 

Uniplex Windows User ' s Guide V7 . 01 

Uniplex Windows User ' s Guide V7 . 01 Update Pack 

OTHER APPLICATIONS 

aXess500 Administrator's Guide 

aXess500 User ' s Guide 

Documenter's Workbench (DWB) Reference (2 Voliomes) ........ 

Global Directory Server Administrator's Guide 

Global Directory Server Man Pages Reference 

IM/Access Reference Manual . , . . 

IM/Access User Guide 

IQ Documentation (Ver. 3, Rev. 2) 

KEYpak ODX Version 3.2 Conversion Reference Guide 

KEYpak ODX Version 3.2 Installation and User's Guide (UNIX) 

Mail*Hub 96 Administrator's Guide 

Mail*Hub 96 Man Pages Reference Manual , . 

PostFAX Installation and User's Guide . , 

VistaCOM for Windows User/Reference/Connectivity Gds . (3.0) 
VistaCOM for the Macintosh User's Guide (1.2) 



NI 
NI 
NI 
NI 
NI 
NI 
NI 
NI 
NI 
NI 
NI 
NI 
NI 
NI 
NI 
NI 



4.0 
7.0 

21.0 

13. C 

NI 

50.0 
17.0 

7 
50 
30 

2 

90.0 
50. Q 
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VistaCOM M User's Guide 50.00 

VistaCOM V User's Guide 4 0.00 

VistaCOM VII User's Guide (1.1) 40.00 

Vista-eXceed X Window Server for DOS User's Guide (3.3) 40.00 

Vista-eXceed 5 for Windows Documentation Set (11/95) 55.00 

Vista-eXceed/0S2 Documentation Set 2.0 45.00 

VistaKit Documentation Set V4.2 4 0.00 

Vista - Connect View User ' s Guide 40.00 

Vista - OnNet for Windows Doc\amentation Set 75.00 

Vista - PC/TCP Network Software for DOS Documentation Set .. 75.00 

Vista - PC/TCP 3.1/PC/TCP OnNet 1.2 (Repl. by 41629012/9014) NLA 

3COM NETBuilder Family Bridge/Router Guide Version 7.2 225.00 

MISCELLANEOUS 

Control Data 4000 Series Network Overview NLA 

BINDERS 

2" 4000 Series Binder 9 . 00 



41629025 




41629070 




41629050 




41629020 


A 


41629030 


E 


41629015 




41629065 




60463946 


A 


41629012 




41629014 




41629010 


D 


62941138 




62940982 


A 


60000547 
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CONTROL DATA SYSTEMS LITERATURE CATALOG 



Pub. No. fi^v. £i^l£ ££i£j 

••HARDWARE - LISTED BY EQUIPMENT IDENTIFICATION NUMBER** 

AA107-A Central Computer (Use CYBER 170 Models 171-174) 

AAllO-A Central Computer (Use CYBER 170 Model 176) 

AA115-A Computer Systems (Use CYBER 170/180 Models 835-855) 

AA120-A Central Computer (Use CYBER 170 Model 175) 

AA120-B Central Computer (Use CYBER 170 Models 171-175) 

AA120-C Central Computer (Use CYBER 170 Model 175) 

AA120-D Central Computer (Use CYBER 170 Models 740,750,760) 

AA120-E Central Computer (Use CYBER 170 Models 865,875) 

AA131-B/C Central Computer (Use CYBER 170 Models 171-174) 

AA131-D Central Computer (Use CYBER 170 Models 720,730) 

AA146-A Central Computer (Use CYBER 170 Models 815,825) 

AA14 6-B Central Computer (Use CYBER 17 0/180 Model 815) 

AA147-A Central Computer (Use CYBER 17 Model 17 6) 

AA161-A Central Computer (Use CYBER 180 Models 810,830) 

AA161-B Mainframe (Use CYBER 170 Models 815S,825S) 

AA177-A/B Central System (Use CYBER 930) 

AA179-A Computer System (Use CYBER 180 Models 65810,65830) 

AA180-A Central System (Use CYBER 930) 

AB115-A Computer System (Use CYBER 170 Models 835-855) 

AD112-A Central Computer (Use CYBER 170 Models 815-875) 

AD112-B Central Computer (Use CYBER 170/180 Models 845/855) 

AD112-C Central Computer (Use CYBER 180 Models 840A-870A) 

AD112-S Central Comp. (Use CYBER 180 Models 840S, 845S, 855S) 

AD113-A Central Comp. (Use CYBER 180 Mod. 840A-860A, 845S, 855S) 

AD115-A/AD116-A Central Computer (Use CYBER 180 Model 990) 

AD115-B Central Computer (Use CYBER 180 Models 990E,995E) 

AD115-C/D,AD116-B (Use CYBER 992/994 Computer System) 

AD118-A CYBERPLUS Parallel Processor System 

60458120 F CP/CM Logic Diagram Symbols (2 Vols) 

60461620 R Power Dist/Warning System HMM 

GF60461890 D Power Dist/Warning System W/L HMM 

60463510 D System Power Monitor (SPM) Troubleshooting Guide 

60461610 M Water Cooling System HMM 

AD125-A/B Mainframe Upgrade (Use CYBER 930) 

AT478-A/AT478-B (AT481-A, AT482-A, AT490) lOU (Use CYBER 99X) 

AT481-A Input/Output Unit (Use AT478-A) 

AT481-B lOU (Use CYBER 99X) 

AT482-A Input/Output Unit (Use AT478-A) 

AT48 9-A/B Input/Output Cluster (Use CYBER 930) 

AT4 90 Input /Output Unit (Use AT478-A) 

AT503-A Cable Assembly (Use CYBER 930) 

AT504-A Tape Adapter Cable Set (Use CYBER 930) 

AT505-A Cable Assembly (Use CYBER 930) 

AT506-A/B,AT507-A/B Processor Option (Use CYBER 930) 

AT511-A/AT512-A/AT513-A lOU (Use CYBER 99X) 

AT517-A/AT518-A Channel Converter (Use CYBER 930) 

AT519-A Special Cable Adapter (Use CYBER 930) 

AT520-A/AT521-A Channel Converter (Use CYBER 930) 

AT524-A CPU Increment (Use CYBER 930) 

AT52 6-A Input /Output Cluster (Use CYBER 930) 
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?ub. No. Rev. Title ££ifi£ 

AT527-A/B,AT528-A/B Processor Option (Use CYBER 930) 
AT531-A/B Console Accessory Kit (Use CYBER 930) 

BE604-A (BF706-A, 7990-11/12,7991-11/12) Tape Storage Subsys . 
60462010 F Maintenance Guide * 

BF404-A/B Tape Cabinet (Use CYBER 930) 
BF405-A/B Tape/Disk Cabinet (Use CYBER 930) 
BR803 Flexible Disk Drive Controller (Use FA730-A) 
BR810-A/B PLATO Second. Flex. Disk Drive (Use FA501-A/B/C/D) 
BS175-A (BS176-A) Central Memory (Use CYBER 170 Model 875) 
BS190-A Central Computer (Use CYBER 170 Models 865,875) 
BS220-A Central Storage Unit (Use CYBER 200 Model 205) 
BS225-A,BS22 9-A/B,BS234-A Memory Increment (Use CYBER 930) 

BWIOI-A (BW303-A,BW812-A,FA107-A, 1860-1/2,1860-3/4) Magnetic 

Tape Transport (NRZI) Subsystem 
Field Repair Guide * 

BW2XX/4XX/8XX/9XX ATS (CDC) 

Hardware Field Service Manual (2 Volumes) * 

Operator Guide * 

Parts * 

Reference * 

BW303-A Magnetic Tape Transport 9-Track (Use BWIOI-A) 
BW812-A Magnetic Tape Transport 7-Track (Use BWIOI-A) 
BY4AX/4BX SPIRIT (Use BW4AX/4BX) 
BZ202-A Disk Cabinet (Use CYBER 930) 

CC545-G/H CYBER 170 Display Station 
62940018 G HRM/CE * 



60475041 


E 


49767700 


AM 


49767600 


F 


49767800 


AV 


49767500 


K 



CC595-A/B/C/D Console (Use CYBER 930) 

CC598-A/B Console (Use CYBER 19003 System Console) 

CC598-C NMS Console (Use 380-51) 



CC599 Console (18002-3,19002-11,19002-12) 
60469580 A Maintenance Guide 



CC599-A/B Console (Use CYBER 930) 
CC628-A/B Display Terminal (Use 722-10) 

CC63X (CC634-A/B,CC638-A/B) Display Terminal 

62940037 L HMM (Repair Center Information) 

62940034 M HMM (Service Center & On-Site Information) . 



CC634-A/CC638-A Display Term. With YR109-A (Use 721,721-XO) 

CC634-B/CC638-B Enhanced Display Terminal (Use 721) 

CK130-A/B Matrix Printer (Use 9334) 

CK208/209 Letter Quality Printer (Use 727-40/55) 

CK210 Serial Graphics Printer (Use 726-20) 

CL114-A/B/C Nonimpact Character Printer (Use 753) 

CT103-A/B (CT105-A/B,CT106-A) Line Printer Equipment 
GF95445067 AC Parts Identification (CT103-A/B,CT105-A/B) 
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Pub. No. Rgy. ntlg £xifif 

CT301-A/B/C/D/E (CT302-A/B/C/D/E) Linewriter 400/800 

44 68 9032 F Maintenance 

44689062 D Parts Identification 

44689037 E Set Up & Reference (CT301-C/E,CT302-C/E) 

44689059 E Set Up & Reference (CT301-D,CT302-D) 

44689051 D Technical Manual 

CT301-E 300 LPM Band Printer (Use 553-1/556-1) 
CT302-E 600 LPM Band Printer (Use 553-1/556-i) 

DK106-A/B/C Communications Coupler 
74873946 K HMM 

FA104-A Tape Cassette Controller 
96711900 D HR/MM 

FA165-A (7221-1) Intelligent Small Mag. Tape (ISMT) Adapter. 

60461100 G HMM 

60461090 E Subsystem Reference 

FA168-A Tape Adapter (Use CYBER 930) 

FA211-A/B (FV662-A,FV670-A/B,FV671-A/B,7155) Fixed Module 
Drive Controller 
60455690 W HMM (2 Volumes) 

FA211-C (7155-401) Fixed Module Drive Controller 
60459560 D HMM Vol.1 (Gen Desc, Install & Checkout, Theory, Diags^Maint) . . 
60458660 B HMM Vol.2 (Parts Data,W/L) 

FA450-A/B/C/D (FA451-A/B/C/D, 7021-31/32) Advanced Tape 
Subsystem Controller 
60449700 AR HMM Vol.1 (Gen Desc, Install & Checkout, Theory, Diags,Maint) . . ■ 

60449710 AD HMM Vol.2 (Parts Data,W/L) 

60463020 A Troubleshooting Guide (TTG-200 Magnetic Tape Transport) .... • 

FA501 (BR810-A/B, 40003-200/203/204/205/206) Engineering Svcs 
Diagnostic Disk For Flexible Disk Subsystem & CDCllO 
Microcomputer System 
62940015 D Diagnostic Operators Guide ' 

FA501-A/B/C/D (BR810-A/B, 40003-200/203/204/205/206) PLATO 
Flexible Disk Subsystem 
62940005 H Operators Guide ^ 

FA730-A (BR803, 1833-5) Flexible Disk Drive Controller 
96768800 E HR/MM ■* 

FP2000 Band Printer 

60000184 01 Installation & Instructions •* 

60000182 01 Schematics Package * 

FR205-A (FV720-A) CYBER Channel Coupler 

60459180 AN HMM * 

60459170 F H^M * 
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CONTROL DATA SYSTEMS LITERATURE CATALOG 



ab. No. R^v. Title ££i££ 

FR205-B (FV720-B) CYBER Channel Coupler 
3000021 E HMM * 

FV662-A Channel Access Option (Use FA211-A) 
FV670-A/B 844 Drive Option (Use FA211-A) 
FV671-A/B Four FMD Option (Use FA211-A) 
FV720-A CYBER Channel Coupler (Use FR205-A) 
FV720-B CYBER Channel Coupler (Use FR205-B) 

FW203-B/C (FW204-B/C/D,FW20 6-B/C,FW212-A,FV7 07-A,FV694-A, 
FJ131-A) Network Access Device (NAD) 
0458760 AB HMM (2 Volumes) * 

GE2 69-A/B/C/D 25-KVA Frequency Converter 
0456520 P HMM * 

GH120/GH121 (2601-4/5) CDCNET 
0000348 B Hardware Installation & Troubleshooting Maintenance 30.00 

GH222-E Refrigeration System (Use CYBER 200 Model 205) 
GH441-A/B Power Distribution Unit (Use CYBER 170 Model 176) 

GH445-A/B (65044) 40-KVA Control Cabinet & Associated MGs 
0454720 U HMM * 

GH446-A/B (65445) 80-KVA Control Cabinet & Associated MGs 
0455810 U HMM * 

GK425-A/B Battery Backup (Use CYBER 930) 

GK428-A CDCNET Adapter (Use CYBER 930) 

GK429-A/B Power Option (Use CYBER 930) 

GK431-A CDCNET Adapter (Use CYBER 930) 

YA350-A Installation Kit (Use CYBER 930) 

YR107-B Enhanced Graphics/Firmware Option (Use 721-301) 
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CONTROL DATA SYSTEMS LITERATURE CATALOG 

Pub. No. Rev. Title ££i££ 

**HARDWARE - LISTED BY PRODUCT OR SYSTEM NUMBER** 

CYBER 18 Computer Systems 
96768510 Z Site Planning Kit (18-5/5M/10M/20/25/30) 

CYBER 18 Equipment Cabinets (AA132-A, AA133, AA153, AA155) 
96768280 S HR/MM 

CYBER 18 Large Memory Subsystem 
60476080 G HR/MM (AT429, BA222) 

CYBER 70 Models 71,72,73,74,76 
60455770 F MSL 100 Off-Line Maint Software Library RM (71-74,76 Modif ) . 

60456900 D MSL 130/140 Instant 

60427800 R Refrigeration System HR/MM (7 6) (AA10 6-A) 

60160600 F System Maintenance Monitor (SMM) RM (3Vols) 

CYBER 170 Models 171,172,173,174,175,176 

60456100 N Hardware Reference (176) (AA147-A/B) 

60455770 F MSL 100 Off-Line Maint Software Library RM (171-175,176) ... 

60456900 D MSL 130/140 Instant 

60427800 R Refrigeration System HR/MM (175) 

60160600 F System Maintenance Monitor (SMM) RM (3 Vols) (171-175) 

CYBER 170 Models 720,730,740,750,760 

60456130 H CM Theory, Diagrams HMM (720-760) (AA120-D,AA131-D) 

60456100 N Hardware Reference (720-760) (AA120-D,AA131-D) 

60455770 F MSL 100 Off-Line Maintenance Software Library RM (720-760).. 

60456900 D MSL 130/140 Instant 

60427800 R Refrigeration System HR/MM (740-760) (AA120-D) 

CYBER 170 Models 815,825,835,840,845,850,855,860,865,875, 

815S,825S 
Assembly Buffer Utility Reference (815,825,835,845,855) .... 6.0 

CM Theory, Diagrams HMM (865) (AA120-E) 

CM Theory, Diagrams W/L HMM (875) 

Codes Booklet (815,825,835,845,855) 

CP/CM L0-L3 Logic Diagrams HMM (3 Vols) (845,855) 

CP/CM L4 Logic Diagrams HMM (5 Vols) (845,855) 

CP/CM Logic Diagram Symbols (2 Vols) (845,855) 

CP/CM Maintenance, Parts Data HMM (845, 855) 

CP/CM Theory HMM (845/855) 

CP/CM Theory Diagrams HMM (865, 875) 

CYBER Initialization Pkg (CIP) RM (8 65, 875, Non-Mod 8XX/9XX) . 

General Description HMM (815,825,835,845,855) 

Hardware Operators Guide (840, 850, 860) 

Hardware Reference (CYBER 170 State) (815,825) 

Hardware Reference (CYBER 170 State) (835,845,855) 

Hardware Ref . (Virtual State) Vol.2 (815,825,835,845,855)... 

Install/Checkout HMM (845, 855) 

lOU Theory HMM (835,855) 

Maintenance, Parts Data HMM (865, 875) 

Maint Regist . Codes Bklt (CPU,CM,IOU) (815,825,835,845,855). 
MSL 130/140 Instant (865, 875) 
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CONTROL DATA SYSTEMS LITERATURE CATALOG 



ub. No. Rev. TJ-tJ-g PriCg 

MSL 140 Off-Line Maintenance Software Library RM (865,875).. * 

MSL 15X CMSE Coinmands Card * 

MSL 15X Model Independent Software RM (815,825,835,845,855). * 
MSL 15X Off-Line Maint Sftw. Libr. RM (815,825,835,845,855). 11.00 

MSL 151 Maintenance Software Reference (815,825) * 

MSL 153 Maintenance Software Reference (845, 855) * 

MSL 153 ACT3 Test Description RM (845,855) * 

MSL 153 ANT3 Test Description RM (845,855) * 

MSL 153 BPT3 Test Description RM (845,855) * 

MSL 153 CMT3 Test Description RM (845,855) * 

MSL 153 CST3 Test Description RM (845,855) . * 

MSL 153 CTT3 Test Description RM (845,855) * 

MSL 153 ICT3 Test Description RM (845,855) * 

MSL 153 LMT3 Test Description RM (845,855) * 

MSL 153 MAT3 Test Description RM (845,855) * 

MSL 153 MCT3 Test Description RM (845,855) * 

MSL 153 MDT3 Test Description RM (845,855) * 

MSL 153 0IT3 Test Description RM (845, 855) * 

MSL 153 SMT3 Test Description RM (845,855) . * 

Multilevel Block Diagrams (MLBDs) HMM (825) * 

Power Dist/Warning System, Cooling System HMM (815,825) .... * 

Refrigeration System HR/MM (865, 875) * 

SMAQR Vol.1 (835,845,855) * 

SMAQR Vol.2 (835,845,855) * 

CYBER 180 Models 810, 830, 835, 840, 845, 850, 855, 860, 840S, 845S, 
855S,840A,850A, 8 60A,870A, 65810,65830 

Codes Booklet (810-860, 840S, 845S, 855S, 840A-870A) * 

CP/CM L0-L3 Logic Diags HMM (840-860, 8453, 855S, 840A-860A) .. . * 

CP/CM L4 Logic Diags HMM (840-860, 840S-855S, 840A-870A) * 

CP/CM Logic Diag Symbols (840-860, 845S, 855S, 840A-860A) * 

CP/CM Maintenance, Parts Data HMM (845,855) * 

CP/CM Theory HMM (840, 845, 850, 855, 860, 840A, 850A, 860A) * 

CYBER Initializ. Pkg (CIP) RM (810, 815, 825, 830, 810A, 830A) . . . * 
CYBER Initial. Pkg (CIP) RM(835, 840, 845, 850, 855, 860, AB115A) . 10.00 

CYBER Initialization Pkg (CIP) RM (840-860, 840A-870A) 9.00 

CYBER Systems Periph. Diagnostics RM (840-860, 840A-870A) ... 20.00 

General Description HMM (810-860, 845S, 855S, 840A-860A) * 

Hardware Operators Guide (810, 830) * 

Hardware Operators Guide (840,850,860) * 

Hardware Operators Guide (840A, 850A, 860A, 870A) * 

Hardware Reference (CYBER 170 State) (810, 830) * 

Hardware Ref. (CYBER 170 State) (835,840,845,850,855,860)... * 

Hardware Reference (CYBER 170 State) (840A, 850A, 860A, 870A) . . * 

Hardware Reference (Virtual State) Vol.1 (810,830) * 

Hardware Reference (Virtual State) Vol.2 (810,830,835-860).. * 

Hardware Ref. (Virtual State) Vol.2 (840A, 850A, 860A, 870A) . . . * 

Install/Checkout HMM (810, 830) * 

Install/Checkout HMM (840, 850, 860) * 

Install/Checkout HMM (845, 855) * 

Install/Checkout HMM (840S, 845S, 855S, 840A, 850A, 860A, 870A) . . . * 

lOU L0-L3 Diag HMM Vol.1 (840-860, 840S, 845S, 855S, 840A-870A) . * 

lOU L4 Diagrams HMM Vol.2 (840-860, 845S, 855S, 840A-870A) .... * 

Logic Diagrams HMM (3 Vols) (810,830) * 

Maintenance, Parts Data HMM (810,830) * 

Mnt Reg Code Bklt (CPU,CM, lOU) (810-860, 840S-855S, 840A-870A) * 
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CONTROL DATA SYSTEMS LITERATURE CATALOG 



Pub. No. RQV. 2iM£ ££i£i 

Memory Increment 16/32 MB HMM (810, 830) 

MSL 15X CMSE Commands Card 

MSL 15X Model Independent Software Reference (810-860) 

MSL 15X Off-Line Maintenance Software Library RM (810-860).. 11. C 

MSL 151 Maintenance Software Reference (810, 830) 

MSL 153 Maintenance Software Reference (845,850,855,860) ... 

MSL 153 ACT3 Test Description RM (845, 855) 

MSL 153 ANT3 Test Description RM (845,855) 

MSL 153 BPT3 Test Description RM (845,850,855,860) 

MSL 153 CMT3 Test Description RM (845,850,855,860) 

MSL 153 CST3 Test Description RM (845,850,855,860) 

MSL 153 CTT3 Test Description RM (845,855) 

MSL 153 ICT3 Test Description RM (845,850,855,860) 

MSL 153 LMT3 Test Description RM (845,850,855,860) 

MSL 153 MAT3 Test Description RM (845,855,840-860) 

MSL 153 MCT3 Test Description RM (845,850,855,860) 

MSL 153 MDT3 Test Description RM (845,855) 

MSL 153 0IT3 Test Description RM (845,850,855,860) 

MSL 153 SMT3 Test Description RM (845,850,855,860) 

Multilevel Block Diagrams (MLBDs) HMM (830) 

Multilevel Block Diagrams HMM (810/830) (AA161-A) 

Power Dist/Warning System HMM (810,830) 

Power Dist/Warning System W/L HMM (810, 830) 

Power Dist/Warn Sys HMM (840-860, 840S, 845S, 855S, 840A-870A) . . 
Power Dist/Warn Sys W/L HMM (840-860, 845S, 855S, 840A-870A) .. . 
Power & Temp Protect Sys HMM (840-860, 840S-855S, 840A-870A) . . 

Remote Technical Assistance Handbook (810-860) 

SMAQR Vol.1 (835-860) 

SMAQR Vol.2 (840-860) 

SMAQR Vol.1 (840S,845S,855S,840A,850A,860A,870A) 

SMAQR Vol.2 (840S,845S,855S,840A,850A,860A,870A) 

SMAQR Flowcharts Pocket Card (840S, 845S, 855S, 840A-870A) .... 

System Logic Diagrams HMM (3 Vols) (65810,65830) 

Sys Pwr Monitor (SPM) TSG (840-860, 840S, 845S, 855S, 840A-870A) 

Theory Of Operation HMM (810,830) 

Water Cooling System HMM (840-860, 840S, 845S, 855S, 840A-870A) . 

CYBER 180 Models 990, 990E, 995E 

CM Maintenance, Parts Data HMM (990) ^ 

CM Theory, Diagrams, W/L HMM (990) ^ 

Codes Booklet (990, 990E, 995E) ^ 

CP Maintenance, Parts Data HMM (990, 990E, 995E) " 

CP/CM L0-L3 Diagrams HMM (5 Vols) (990, 990E, 995E) ^ 

CP/CM L4 Diagrams HMM (10 Vols) (990, 990E, 995E) •* 

CP/CM Logic Diagram Symbols (Vol. 1,2) (990) ■* 

CYBER Initializ. Pkg (CIP) RM (990, 990E, 995E) (AT478A/481A) . . 9.0C 
CYBER Sys Peripheral Diagnostics Reference (990, 990E, 995E) . . 20. OC 

General Description HMM (990, 990E, 995E) * 

Hardware Operators Guide (990, 990E, 995E) * 

Hardware Reference (CYBER 170 State) (990, 990E, 995E) * 

Hardware Reference (Virtual State) Vol.1 (990, 990E, 995E) ... * 

Hardware Reference (Virtual State) Vol.2 (990, 990E, 995E) ... * 

Install/Checkout HMM (990E, 995E) * 

lOU L0-L3 Diagrams HMM Vol.1 (990, 990E, 995E) * 

lOU L4 Diagrams HMM Vol.2 (990, 990E, 995E) * 

lOU HMM (990E,995E) (AT511-A/AT512-A) * 
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>ub. No. Rgv. Xi^l£ ££i££ 

lOU W/L HMM (990, 990E, 995E) * 

Maint Registers Codes Booklet (CPU,CM,IOU) (990, 990E, 995E) . . * 

MSL 15X CMSE Commands Card * 

MSL 15X Model Independent Software Reference (990) * 

MSL 15X Off-Line Maint Software Library RM (990, 990E, 995E) . . 11.00 

MSL 153/155 lOU Test Descriptions Ref (990, 990E, 995E) * 

MSL 153/155 lOU Test Procedures Reference (990, 990E, 995E) . . . * 

MSL 155 Maint Sftw. RM (CPU/Memory Tests) (990, 990E, 995E) . . . * 

MSL 155 Maint Software RM (Vector Tests) (990, 99pE, 995E) . . . . * 

Optional CM Upgrades Install/Checkout HMM (990, 9'90E, 995E) . . . * 

Power Dist /Warning System HMM (990, 990E, 995E) * 

Power Dist /Warning System W/L HMM (990, 990E, 995E) * 

Power & Temperature Protect Systems HMM (990, 990E, 995E) .... * 

Remote Technical Assistance Handbook (990, 995) * 

SMAQR Vol.1 (990,990E,995E) * 

SMAQR Vol.2 (990,990E,995E) * 

Sys Pwr Monitor (SPM) Troubleshooting Gd (990, 990E, 995E) . . . . * 

Water Cooling System HMM (990, 990, 995E) * 

CYBER 200 Model 205 Computer System 

CM Water Cooling System HMM * 

Hardware Reference * 

Power & Temperature Protect System HMM (Series 600 Memory) . * 

308XC-OHI (698-XX) Magnetic Tape Unit (MTU) 

Logic Diagrams * 

310XC-OHI (308XC-OHI, 698-XX) CYBER Mag. Tape Subsyst. (CMTS) 

Hardware Operating * 

Installation * 

Maintenance * 

Parts Catalog * 

Theory Of Operation * 

Troubleshooting * 

310XC-OHI (698-XX) Magnetic Tape Controller (MTC) 

Logic Diagrams * 

311XC-0HI (308XC-OHI,5698) CYBER Mag. Tape Subsystem (CMTS) 

Hardware Operating Manual * 

Installation * 

Maintenance * 

Parts Catalog * 

Theory Of Operations * 

Troubleshooting * 

380-51 (CC598-C) NMS Console (Network Maint Station) 

Operation & Maintenance Guide * 

380-170 (380-1,380-32) Network Access Device 

Troubleshooting Guide (Loosely Coupled Network) * 

380-449 Network Access Device (FW213-B/C) 

Reference Manual (Link NAD) * 
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CONTROL DATA SYSTEMS LITERATURE CATALOG 



Pub. No. Rev. T^tlg ££i££ 

537 Band Printer 

60000210 03 Maintenance 6.0 

60000209 02 Installation Instructions 

60000208 02 Operator Guide 

60000211 02 Parts Catalog 

60000213 00 Schematics Diagram 3.0 

60000212 01 Theory Of Operation 2.0 

553-1/556-1 (CT301-E,CT302-E) Print Station 
62950167 A Printer Installation Instructions '. 

580 Fastrain Line Printer Equip. (CL702A-F,CL703A-F,CL704A-F) 
GF91858800 B23 Field Service Vol.2 (Diagrams) 

585 Band Printer 

60000181 01 Maintenance 

60000186 01 Operators 

60000183 01 Parts Catalog 

60000185 00 Theory Of Operation 

587 Band Printer 

60000439 01 Installation Instructions 

60000436 01 Maintenance 

60000441 01 Operator Guide 

60000437 01 Schematics Package 

60000440 01 Theory Of Operation 

677-2/3/4 Mag. Tape Transports (Use 7021-31/32 Subsystem RM) 
679-2/3/4/5/6/7 Mag Tape Transport (Use 7021-31/32 Subsy RM) 
698-XX Magnetic Tape Subsystem (Use 308XC-OHI, 310XC-OHI) 

698-10/11/12/20/21/22/30/31/062 CYBER Mag. Tape Subsy (CMTS) 
60000009 C User Guide 6.0i 

721 (CC634-A/CC638-A) Display Terminal 

62940019 E Operator Guide/Installation Instructions 

721 (CC634-A/B,CC638-A/B) Enhanced Display Terminal 
62950102 B HRM 

721-XO (CC634-A/CC638-A) Display Terminal 

62940020 E Reference 

721-21/31 Display Terminal 
62950101 C Owners Manual ' 

721-301 (YR107-B) Enhanced Graphics/Firmware Option 
62950116 A Reference 

722-10 (CC628-A/B) Display Terminal 

62940003 U HMM (Site Information) 

62940004 P HMM (Support Information) 

62940002 M Operator Guide/Installation Instructions •> 
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722-30 Display Terminal 

HMM (Site Information) * 

Owners Manual * 

726-20 (CK210) Serial Graphic Printer 

HMM (Site/Support Information) * 

Owners Manual * 

Reference * 

727-40/55 (CK208/209) Letter Quality Printer 

HRM * 

753 (CL114-A/B/C) Nonimpact Character Printer 

HMM (Site Information) * 

Operator Guide/Reference/Installation Instructions * 

834/836 Intelligent Small Disk (ISD) Subsystem 

HMM * 

HRM * 

844-4X Double Density Disk Storage Unit (Use 7155) 
885 Disk Storage Unit (Use 7155) 

895 (7165-21/22,10555-1) Disk Storage Subsystem 

User Guide * 

CYBER 930 Computer System 

Battery Backup Installation Guide * 

CDCNET Adapter Installation Guide * 

Customer Planning Guide * 

CYBER Systems Peripheral Diagnostics Reference (930) 20.00 

Disk Option Installation Guide (9836-1) * 

ICI-To-IPI Channel Converter Installation Guide * 

Installation Guide * 

Low-Speed Channel Converter Installation Guide * 

Mainframe Upgrade Installation Guide * 

Maintenance Guide 15 . 00 

Memory Increment Installation Guide * 

Remote Console Installation Guide * 

Safe Use & Operation * 

CYBER 960 & 970 Series Computer Systems 

Codes Booklet (960/962,970/972) * 

CPU Level 3 Diagrams * 

CPU Level 4 Diagrams * 

CPU Maintenance Guide * 

CPU Theory & Diagrams (Levels 0-2) * 

CYBER Initialization Pkg (CIP) RM (960,970) 11.00 

CYBER Initialization Pkg (CIP) RM (962,972) * 

CYBER Systems Peripheral Diagnostics Ref (960/962,970/972).. 20.00 

CYBER 170 State Hardware Reference Guide * 

lOU Maintenance Guide * 

lOU L0-L3 Theory/Diags HMM (AT511-A, AT512-A) * 

lOU L4 Diags HMM (962-11/31/32, AT511-A, AT512-A, AT513-A) * 

lOU Wires/Cables (960) (AT478-B) * 

lOU Wires/Cables (960) (AT478-C) * 
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lOU Wires/Cables (960) (AT478-D) 

Mainframe Complex Installation & Checkout Guide * . . 

Mainframe Power & Environmental Subsys . Theory & Diagrams .. 

Maintenance Software Library Reference 9 . C 

MG Interface Unit (I/F) Hardware Maintenance Guide 

MSL 15X Model Independent Software Ref (960/962,970/972) ... 

MSL 15X Off-Line Maint Software Library Reference (960,962). 11. C 

MSL 153/155 lOU Test Descriptions Ref (960/962,970/972) 

MSL 153/155 lOU Test Procedures Reference (960/962,970/972). 

Power & Environmental System Maintenance Guide 

Remote Technical Assistance Handbook (960, 962) 

System Removal Guide 

Troubleshooting Guide 

Virtual State Hardware Reference Guide Vol. 1 

Virtual State Hardware Reference Guide Vol.2 

CYBER 992/994 Computer System 

Chassis 3 C/0 Tabs W/L (AD115-C/D, AD115-A&B W/AT500-A&B) ... 

Chassis 3 Crosstabs (AD115-C/D, AD115-A&B W/AT500-A&B) 

CM L0-L3 Diagrams HMM (5 Vols) (992, 994) 

CM L4 Diagrams HMM (10 Vols) (992, 994) 

Codes Booklet (992, 994) 

CP Maintenance, Parts Data HMM (992, 994) 

CYBER Initialization Pkg (CIP) RM (992) 

CYBER Initialization Pkg (CIP) RM (994) 11.0 

CYBER Systems Peripheral Diagnostics Reference (992,994) ... 20.0 

Hardware Reference (CYBER 170 State) (994) 

Hardware Reference (Virtual State) Vol.1 (992,994) 

lOU L0-L3 Diagrams HMM Vol.1 (992,994) 

lOU HMM (992, 994) (AT511-A/AT512-A) 

lOU W/L (992) (AT511-A/AT512-A) 

lOU W/L (994) (AT478-B/AT481-B) 

Maintenance Registers Codes Booklet (CPU,CM,IOU) (992,994).. 

MSL 15X Model Independent Software Reference (992,994) 

MSL 15X Off-Line Maint Software Library Reference (992,994). 11. Oi 
MSL 153/155 lOU Test Descriptions Reference (992,994) ...... 

MSL 153/155 lOU Test Procedures Reference (992,994) 

MSL 155 Maint Software Ref (CPU/Memory Tests) (992,994) .... 

Optional CM Upgrades Install/Checkout HMM (992,994) 

Power Dist/Warning System HMM (992,994) 

Power Dist/Warning System W/L HMM (992, 994) 

Remote Technical Assistance Handbook (992, 994) ^ 

SMAQR Vol.1 (992,994) 

SMAQR Vol.2 (992,994) 

System Power Monitor (SPM) Troubleshooting Guide (992,994).. ' 
Water Cooling System HMM (992, 994) . ' 

1860-1/2 Magnetic Tape Subsystem 7-Track NRZI (Use BWlOl-A) 
1860-3/4 Magnetic Tape Subsystsm 9-Track NRZI (Use BWIOI-A) 

CYBER 2000 Computer System 

CP/CM/CMC LO & Power/Environmental Diagrams 11. OC 

Generic Maintenance Error Codes System Diagnostic Messages.. 9.0C 

Hardware Reference Vol .1 5 . OC 

Hardware Reference Vol .2 53 . OC 

Installation Guide 7.0C 
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000 0457 B Introduction To Architecture * 

0000235 E lOU L0-L3 Theory/Diags HMM * 

0000334 H Maintenance Guide 18.00 

0000541 C MSL 15X Maintenance Software Library Reference 8.00 

0469390 T MSL 15X Model Independent Software Reference * 

0461920 K MSL 153/155 lOU Test Descriptions Reference * 

0461110 N MSL 153/155 lOU Test Procedures Reference (2000S/V) * 

0000542 B PPS Diagnostics Reference 10 . 00 

0000335 B Quick Reference Guide , 18.00 

0000540 B Service Processor Reference * 

0000537 B System Console Operations, Maint/Reference Operation Guide . 6.00 
0000539 E System Console User Interface/CIP Reference 6.00 

2551-1/2/3/4 (2552-2) Network Processor Unit 

0472000 M HMM * 

2601-4/5 CDCNET (Use GH120/GH121) 
262 9 CDCNET Adapter (Use CYBER 930) 

3000 Series Computer System 

i0113400 M Peripheral Equipment Codes Instant * 

5680 CYBER Cartridge Tape Subsystem (CCTS) 

50000506 A Automatic Cartridge Loader Illustrated Parts Catalog * 

50000507 A Automatic Cartridge Loader Maintenance Manual * 

50000508 A Cartridge Drive Logics * 

50000509 A Control Unit Logics (2 Vols) * 

50000523 A Illustrated Parts Catalog * 

50000691 A Installation Guide * 

50000502 A Maintenance Manual (2 Volumes) * 

50000504 A Operators Guide * 

50000503 A Part Number Compatibility Manual * 

50000505 A Remote Diagnostic Account Equipment Installation Manual .... * 

50000501 A Theory Of Operation (2 Volumes) * 

50000456 A User's Guide (5680-11,5682-12/14) * 

5698 CYBER Magnetic Tape Subsystem (Use 311XC-0HI, 308XC-OHI) 

5698-10/11/12 CYBER Magnetic Tape Subsystem (CMTS) 

User ' s Guide * 

5744 Automated Cartridge Subsystem (ACS) 

Automated Cartridge Exercise System User Guide * 

Assembly & Installation Manual * 

Illustrated Parts Catalog * 

Installation & Service * 

Library Control Unit (LCU) Logic * 

Library Management Unit (LMU) Logic * 

Library Storage Module (LSM) Logic * 

Maintenance Manual * 

Part Number Compatibility Manual * 

Programmers Guide * 

System Administrator ' s Guide * 

System Programmer ' s Guide * 
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5830 Disk Array Subsystem (DAS) 

60000494 F Configuration Guide 

60000552 L Reference 

5831 Disk Array Subsystem (DAS) Controller 

60000551 F Reference 

60000801 A 47444 Drive Tray Configuration & Installation Guide 

5835-14/15 Shared DAS Options 
60000632 A Installation Instructions 

5837 and 5838 Disk Drives For 5830 Disk Array Subsys . (DAS) 
60000590 D Reference 7.C 

6000 Computer Systems (6014,6015,6200,6400,6500,6600,6700) 

60164500 C Central/Peripheral Processor Instructions Card NI 

60455770 F MSL 100 Off-Line Maintenance Software Library Reference .... 

60456900 D MSL 130/140 Instant 

60160600 F System Maintenance Monitor (SMM) RM (3 Volumes) 

7021-31/32 (7 021-41/42, FA450-A/B/C/D,FV619-A/B,FV620-A, 
FV632-A, 677-2/3/4, 679-2/3/4/5/6/7) Adv Tape Subsystem Mag 
Tape Controllers 

60449600 L Subsystem Reference 

HMM Info (Use FA450-A/B/C/D) 

7155 (FA211-A/B,844-4X, 885) Disk Storage Subsystem 

60459080 B Off-Line Maintenance Library Reference 

60455860 L Reference 

60456010 N Troubleshooting Guide 

7155-lX Disk Storage Subsystem 
60456650 E Operator Maintenance Guide 

7165-21/22 Mass Storage Controllers (Use 895) 
7221-1 ISMT Adapter (Use FA165-A) 
7221-11 Tape Adapter (Use CYBER 930) 

7990 (7990-31) Tape Storage Subsystem 
60000534 A Installation Manual (7990-31) 

7990-11/12 (7991-11/12) Tape Storage (Use BE604-A) 

7990-31 (7991-12) Tape Storage Subsystem 
60000525 A Maintenance Manual 

7991-12 Storage Module (Use 7990-31 Tape Storage Subsystem) 

7992-10 Tape Storage Subsystem 
60000528 A Installation 

8000 CYBER Disk Storage Subsystem (CDSS) 
60000620 D Usage Guide B.Oi 
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9334 (CK130-A/B) Matrix Printer 
.5051290 B Operator Installation & Reference * 

9639 Tape Subsystem (Use CYBER 930) 

9730-1 Tape/Disk Subsystem (Use CYBER 930) 

9836 Disk Subsystem Or Disk Cable (Use CYBER 930) 

9853-XX Disk Storage Subsystem (DSS) 
50000225 D Installation & Maintenance * 

10555-1 Upgrade Option (Use 8 95) 

18001-1/2 Data Channel Converter 
50458990 D HRM * 

18002-3 System Console (CYBER 810/830) (Use CC599) 

19002 Console (Use CYBER 930) 

19002-11/19002-12 System Console (CYBER 930) (Use CC599) 

CYBER 19003 System Console (CC598-A/B/D/E) 
50463610 J Operation & Maintenance Guide 8.00 

19101 Memory Increment (Use CYBER 930) 

19102 Channel Converter (Use CYBER 930) 

19103 I/O Cluster (Use CYBER 930) 

19104 Battery Backup (Use CYBER 930) 

19107 Processor Upgrade Or Mainframe Upgrade Or Processor 

Increment (Use CYBER 930) 
19112 Memory Increment (Use CYBER 930) 

19404-1/2/3/10/11/12 CYBER Channel Coupler (CCQ) 

60000496 D HMM * 

60000495 A HRM * 

40003-22/23 Information Systems Terminal II 
62940007 J HMM (Site & Support Info) * 

40003-200/203/204/205/206 PLATO Flexible Disk Subsytem (Use 

FA501-A/B/C/D) 
65044 Control Cabinet (Use GH445-A/B) 
65445 Control Cabinet (Use GH446-A/B) 
65639 Special Cable Adapter (Use CYBER 930) 
65810/65830 (AA179-A) Comp Sys (Use CYBER 180 Models 65810/ 

65830) 

CYBER 65850 Optical Storage System 

60000349 B HMM Vol.1 * 

60000350 A HMM Vol.2 (Diagrams) * 

99020 HPS Controller 
60000559 F Reference * 
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** SOFTWARE - LISTED BY OPERATING SYSTEM* * 



MT00217C 
MT00270A 
MT00224C 
MT00230D 
MT00262A 
MT00234C 
MT00204A 
SDO-07 9A 
MT00229B 
MT00227C 
MT00261B 
MT00260B 
MT00200E 
MT00201E 
MT00221C 
MT00209D 
MT00210D 
MT00233A 
MT00223C 
MT00256C 
MT00205C 
MT00206C 
MT00232A 
MT00257B 
MT00228B 
MT00213C 
MT00202F 



MT00130 
MT00129 
MT00115 
MT00116 
MT00114 
MT00113 
MT00109 
MT00121 
MT00124 
MTOOlll 
MT00105 
MT00104 
MT00106 
MT00119 
MTOOlOl 
MT00102 
MTOOIOO 
MT00117 
MT00123 
MT00120 
MT00107 
MT00108 



METAPHASE 2 

Metaphase 2.2 Advanced Product Configurator User's/Admin ... 12. C 

Metaphase 2.2 Application Interface Release Notes 2.C 

Metaphase 2.2 Applic. Programmer's Interface Ref. Part I, II. 117. C 

Metaphase 2.2 AutoCAD Interface Installation/User's Guide .. 3.C 

Metaphase 2.2 Change Control Manager User 's /Administrator ' s . 6.C 

Metaphase 2 . 2 Configuration Guide 4 . C 

Metaphase 1.1 to 2.1 Conversion Guide 5.0 

Metaphase 2.2 Distributed Database Implementation 3.0 

Metaphase 2.2 Framemaker Interface Installation/User's Guide 2.0 

Metaphase 2.2 Image Services User's Manual 10.0 

Metaphase 2.2 Installation Guide for Macintosh 3.0 

Metaphase 2.2 Installation Guide for OpenVMS 16.0 

Metaphase 2.2 Installation Guide for UNIX and Windows NT . . . 19.0 

Metaphase 2.2 Installation Guide for Windows 5.0 

Metaphase 2.2 Integrator Toolkit Customization 40.0 

Metaphase 2.2 Life Cycle Manager Administrator's Manual .... 14.0 

Metaphase 2.2 Life Cycle Manager User's Manual 5 

Metaphase 2.1 Mentor Graphics Interface User's Guide 3 

Metaphase 2 .2 MODel Reference 11 

Metaphase 2 . 1 Multibyte Release Supplement 

Metaphase 2.2 Object Management Framework Administrator's .. 
Metaphase 2.2 Object Management Framework User's Manual .... 

Metaphase 2 . Online Documentation Guide 

Metaphase 2.2 Part Family Manager User's/Administrator's ... 4 

Metaphase 2.1.1 Pro/Engineer 14/15 Interface User's Guide .. 4 

Metaphase 2.2 Product Structure Manager User's/Admin 6 

Metaphase 2 .2 Release Bulletin 

METAPHASE 1 

Metaphase 1 . 1 AudoCad Interface Guide 

Metaphase 1 . Configuration Guide 

Metaphase Desktop Manager Getting Started Tutorial 

Metaphase Desktop Manager User Release Bulletin 

Metaphase Desktop Manager User's Manual 

Metaphase DynaText for PC Interface Guide 

Metaphase DynaText Interface Guide 2 

Metaphase FrameMaker Interface Guide 2 

Metaphase Image Services Installation/User's Guide 4 

Metaphase 1 . 1 Installation Guide 8 

Metaphase Integrator Toolkit API Reference 70 . Oi 

Metaphase Integrator Toolkit Overview and Guidelines 5.01 

Metaphase Integrator Toolkit Reference 30.01 

Metaphase 1 . 1 Mentor Graphics Interface Guide 3.01 

Metaphase Networked Object Manager Administrator's Manual .. 11. 0< 

Metaphase Networked Object Manager Database Admin. Reference 10. 0( 

Metaphase Networked Object Manager User's Manual 13. 0( 

Metaphase Personal PDM Release Notes 2 . 0( 

Metaphase Personal PDM User ' s Guide 5 . 0( 

Metaphase 1.1 Pro/ENGINEER Interface Guide 5.0( 

Metaphase Process Manager User's/Administrator's Manual .... 8.0( 

Metaphase Product Structure Manager User's/Administrator's . 6.0( 
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17.0 
13.0 

2.0 




9.0 
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^T00103 
^dT00112 



60000371 

60000264 

60000569 

60000563 

60000694 

60000696 

DUCTKEYPD 

60000703 

60000575 

60000699 

60000669 

60000574 

60000695 

60000664 

60000666 

60000573 

60000663 

6000.0 665 

60000662 

60000706 

60487003 

60000708 

60000667 

60000577 

60000668 

60000576 

60000572 

60000693 

60000692 

60000697 

60000698 

60000205 

60000683 

60000202 

60000223 

60000648 

60000654 

60000647 

60000657 

60000658 

60000649 

60000659 

60000656 

60000650 

60000651 

60000660 

60000652 

60000653 

60000655 

60000803 

60000204 

60000646 



D Metaphase 1 . 1 Upgrade and Conversion Guide 

E Metaphase 1 . 1 User Release Bulletin 

UNIX 

A Administrator's Manual for ICEM Plus (910-500) 

H AMIGAS II Programmer ' s Reference 

C Desktop Manager Tutorial 

D Desktop Manager User ' s Guide 

A Desktop Manager 1 . Installation Guide 

A Desktop Manager 1 . User Release Bulletin ' 

DUCT 10 OFF Keyboard Overlay 

A EDL CGM-View Plotting Interface Guide 

B EDL Database Administration Reference 

A EDL DynaText for PC Interface Guide 

A EDL DynaText Interface Guide 

B EDL Integrator Customization Manual 

A EDL Integrator Toolkit API Reference 

A EDL Integrator Toolkit Overview and Guidelines 

A EDL Integrator Toolkit Reference Manual 

B EDL Networked Information Manager Administrator's Guide .. 

A EDL Networked Object Manager Administrator's Manual 

A EDL Networked Object Manager Database Administration 

A EDL Networked Object Manager User ' s Manual 

A EDL Personal Product Data Manager Release Notes 

B EDL Personal Product Data Manager User's Guide 

B EDL Pro/ENGINEER Interface Guide 

A EDL Process Manager User's/Administrator's Manual 

B EDL Product Structure Controller User's Manual 

A EDL Product Structure Manager User's/Administrator's 

B EDL Release Manager User ' s Manual 

B EDL User Access User ' s Manual 

A EDL 5.x to EDL 6.0 Upgrade and Conversion Guide 

A EDL 6 . Installation Guide 

C EDL 6 . User Release Bulletin 

A FrameMaker Interface Guide 

F ICEM Advanced Design Reference (Ver. 3.3) 

D ICEM Advanced Surface Milling Reference (Ver. 3.3) 

F ICEM Basic Construction Reference (Ver. 3.3) 

02 ICEM Bend/Unbend Reference 

C ICEM CFD/CAE FRONTAL Version 3 . 1 .2 . 1 User ' s Manual 

C ICEM CFD/CAE GLOBAL Version 3.1.2.1 User's Manual 

C ICEM CFD/CAE INPUT Version 3.1,2.1 User's Manual 

C ICEM CFD/CAE LEO Grid Visualizer Version 3.1.2.1 Reference 

D ICEM CFD/CAE Manager Version 3.1.2.1 User's Manual 

F ICEM CFD/CAE MULCAD Version 3.1.4.1 Reference Manual 

A ICEM CFD/CAE Output Interface Ver. 3.1.2.1 Library Descr. . 

C ICEM CFD/CAE Output Interface V. 3.1.2.1 Standard O/I Desc 

C ICEM CFD/CAE PADAMM Version 3.1.2.1 Reference Manual 

F ICEM CFD/CAE PADAMM V3. 1.2.1 Intf User Def Interpol/Relax. 

C ICEM CFD/CAE P-CUBE 3 . User ' s Manual 

C ICEM CFD/CAE TAURUS Version 3.1.2.1 Reference Manual 

C ICEM CFD/CAE TAURUS Interface Version 3.1.2.1 Description. 

C ICEM CFD/CAE TETRA Version 3.1.2.1 User's Manual 

ICEM CGM-Spooler User Guide 

F ICEM Data Management Reference (Ver . 3.3) 

01 ICEM Design/Drafting Tutorial 
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60000207 
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60000605 
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60000674 
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60000640 
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60000678 
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60000147 
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60000685 
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60000686 
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60000625 
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60000631 
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60000240 
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60000231 
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DMA502770 




DMA502680 




DWA000250 




DMA503150 




DMA503050 




DMA001910 




DMA001640 




DMA000140 




DWA001740 




DMA1036C0 




DMA110630 




DMA112010 




DMA111220 




DMA111130 




DMA103790 




DMA109730 




DMA101960 





Pric€ 



ICEM DIN Drafting Functions Reference (Ver. 3.3) 

ICEM Drafting Functions Reference (Ver. 3.3) 

ICEM DXF Translator Reference (Ver. 3.3) 

ICEM GPL Reference (Ver . 3.3) 

ICEM Hydraulics Reference 

ICEM IGES Translator's Reference (Ver. 3.3) 

ICEM Instant/Global Glossary Reference (Ver. 3.2) 

ICEM Interface Guide 

ICEM Introduction & System Controls Reference (Ver. 3.3) ... 

ICEM Numerical Control-Basic Reference (Ver. 3.3) 

ICEM Numerical Control Reference (Ver. 3.3) 

ICEM ORGA User's Reference and Customization Manual (V3.1) .. 

ICEM Parametric Modeler Administration Guide 

ICEM Parametric Modeler Cabling User's Guide 

ICEM Parametric Modeler Composites User's Guide 

ICEM Parametric Modeler Connector Library Catalog 

ICEM Parametric Modeler Drawing User's Guide 

ICEM Parametric Modeler Finite Element Modeling User's Guide 

ICEM Parametric Modeler Fundamentals Manual 

ICEM Parametric Modeler Installation Guide 

ICEM Parametric Modeler Interface Guide 

ICEM Parametric Modeler Manufacturing User's Guide 

ICEM Parametric Modeler Master Indices 

ICEM Parametric Modeler Mold Design User's Guide 

ICEM Parametric Modeler Moldbases & Component Parts Catalog. 
ICEM Parametric Modeler Parts & Assemblies Modeling Users... 

ICEM Parametric Modeler Project User's Guide 

ICEM Parametric Modeler Pro/Library Parts & Features Catalog 

ICEM Parametric Modeler Pro/VIEWONLY User's Guide 

ICEM Parametric Modeler Sheet Metal User's Guide 

ICEM Parametric Modeler TOOLING Library Catalog 

ICEM PART Version 1 . 2 User ' s Manual 

ICEM Solid Modeling/Analysis Reference (Ver. 3.0) 

ICEM SURF Ver. 1.6 Reference Vol.1 (Intro. & Service Funct) . 
ICEM SURF Ver. 1.6 Reference Vol.2 (Geometry Functions) .... 

ICEM TVDA Translator Reference (Ver. 3.3) 

ICEM 3D Sketcher Reference (Ver. 3.1) 

ICEM V2 DDN Tablet Overlays (Ver . 2.1.1) 

ICEM V2 Facilities Tablet Overlay (Ver. 2.0) 

I /BURN Reference Manual (Ver. 2.2, 5/93) 

I /BURN Training Guide (Ver. 2.2, 5/93) 

I/CIGES User's Guide (5/93) 

I/CMM Reference Manual (Ver. 2.2, 5/93) 

I /CMM Training Guide (Ver. 2.2, 5/93) 

I/DESIGN Productivity Guide (Ver. 2.2, 5/93) 

I/DESIGN Training Guide - Modeling (Ver. 2.2, 5/93) .. . 

I/DNC User's Guide (Ver. 2.2, 5/93) 

I/DXF User's Guide (Ver. 2.2, 5/93) 

I/EMS Basics Training Guide (Ver. 2.2, 5/93) 

I/EMS Detailing Training Guide (Ver. 2.2, 5/93) 

I /EMS Freeform Training Guide (Ver. 2.2, 5/93) 

I/EMS I/Render User's Guide (Ver. 2.2, 5/93) 

I/EMS Modeling Training Guide (Ver. 2.2, 5/93) 

I/EMS Reference Manual (Ver. 2.2, 5/93) 

I/EMS Revise User's Guide (Ver. 2.2, 5/93) 

I/FEM Neutral File System Specification Reference (10/92)... 
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4A100950 




4A100850 




4A502970 
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^A000660 
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^507540 




^501370 




tJA002530 
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^502260 
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WA001060 
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MA502580 
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MA111510 




1621420 


A 
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A 
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0000673 
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5-4301-101 




5-5004-103 
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2941058 
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0463923 
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Online Manual Systems Usage (Topics & Context) 6.C 

Operations Usage 25. C 

Operations Usage Revision Packet V Only 2 . C 

Optical Storage System Usage 

Pascal Summary 

Pascal Usage 

Professional Programming Environment Usage 12 . 

Prolog Usage 

Removable Media Management System Usage 9.0 

SCL Advanced File Management Siimmary .' 2.0 

SCL Advanced File Management Tutorial 4.0 

Screen Design Facility/Data Management Usage 6.0 

Screen Design Facility/Screen Formatting Usage 11.0 

Screen Formatting Usage 34.0 

Security Administration Usage 
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System Usage 32 . 
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VX/VE Administrator Guide & Reference 
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BASISplus Command Procedures 43 . 0( 
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50499700 
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01 
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C 
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D 
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R 


84001950 


G 
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60450100 


G 


60458830 


E 


60480600 


F 


60499500 


W 


60480000 


T 


60481500 


A 


60000628 


A 


60459310 


Y 


60497700 


B 


60459670 


F 


60459680 


P 


60459690 


K 


60499600 


S 


60459990 


B 
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E 


60460430 
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60460410 
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60460270 


02 


60460280 


01 


60460290 


01 


60457250 


04 


60497600 
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Rev. 


60497500 


F 


60484900 


C 


60484800 


D 


60496400 


F 


60499800 


B 


60459270 


A 


60459370 


G 


60459500 


D 


60459520 


A 


60459510 


C 


60463350 


E 


60463110 


C 


60450000 


B 


60449900 


F 


84000680 




60455730 


B 


60495500 


C 


84000980 


E 


19983900 


K 


60482800 


B 


60494000 


B 


60482500 


E 


60497300 


B 


60497100 


N 


60496900 


A 


60497200 


E 


60499200 


F 


60471150 


D 


60492800 


E 


60492600 


M 


60493000 


D 


60456860 


C 


60455980 


AA 


60471200 


G 


96836500 


D 


96836400 


D 


96836100 


E 


60482700 


A 


60484100 


C 


60484130 


A 


60481400 


D 


60449800 


D 


60429800 


K 


60482300 


B 


60499300 


F 


60499400 


C 


60495700 


H 


60495800 


C 


60455280 


A 


60494400 


V 


60456490 


D 


60485300 


D 


60485200 


E 


60483500 


B 



Sort/Merge V4 & 1 Reference 

Sort/Merge V5 Instant 

Sort /Merge V5 Reference 5 . ( 

SYMPL VI Reference 

SYMPL VI User Guide . 

System Overview 12 . C 

Systems Programmer ' s Instant 34 . ( 

TAF VI Reference 

TAF VI User Guide 

TAF/CRM Data Manager VI Reference •. . . 

Tape Management System (TMS) Site Operations 4.C 

Tape Management System (TMS) User Reference 

Update VI Instant 

Update VI Reference 3 • C 

XEDIT Extended Text Editor Reference Card 

XEDIT V3 Reference 4.C 

8-Bit Subroutines VI Reference 

NOS/BE VI. 5 

Application Installation Handbook 

BASIC V3 Reference 10 . C 

BASIC V3 Summary 

Batch User Guide 

COBOL V5 Diagnostic Handbook 3 . C 

COBOL V5 Instant 

COBOL V5 Reference 

COBOL V5 Report Writer User Guide 

COBOL V5 User Guide 

Common Memory Manager VI Reference 

Communications Control INTERCOM (CCI) V3 Reference 

COMPASS V3 Instant 

COMPASS V3 Reference 

COMPASS V3 Summary 

Concurrent Maintenance Library (CML) Customer's Gd. (V3.2).. 

Concurrent Maintenance Library (CML) Reference 

CYBER Cross System (CCS) VI Build Utilities Reference 

CYBER Cross System (CCS) VI Macro Assembler Reference 

CYBER Cross System (CCS) VI Micro Assembler Reference 

CYBER Cross System (CCS) VI Pascal Compiler Reference 

CYBER Interactive Debug VI Gd. for Users of FORTRAN Extd 4.. 
CYBER Interactive Debug VI Gd. for Users of FORTRAN Extd 5.. 

CYBER Interactive Debug VI Instant 

CYBER Interactive Debug VI Reference 

CYBER Loader VI Instant 

CYBER Loader VI Reference 

CYBER Loader VI User Guide 

CYBER Record Manager Advanced Access Methods V2 Reference... 
CYBER Record Manager Advanced Access Methods V2 User Guide.. 
CYBER Record Manager Basic Access Methods VI. 5 Reference ... 
CYBER Record Manager Basic Access Methods VI. 5 User Guide... 

CYBIL Reference 9.0 

Diagnostic Handbook 

Diagnostic Index 

DMS-17 CYBER Database Control Sys V2 Applic Program Ref . . . 

DMS-170 CYBER Database Control Sysm V2 Data Admin Ref 

DMS-170 CYBER Database Control Sys V2 FORTRAN Applic Prog... 



11. C 



5.C 
4.C 

5.0 
3.0 
6.0 
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ub. No. Rev. Title PrJ-Cg 

DMS-170 CYBER Database Control System V2 Reference * 

DMS-170 Data Administrator User Guide * 

DMS-170 DDL V3 RM Vol.1 (Schema COBOL, FORTRAN, Query Update) . * 

DMS-170 DDL V3 RM Vol.2 (Sub-Schema CDCS COBOL, Query Update) * 

DMS-170 FORM VI Reference * 

DMS-170 FORTRAN Data Base Facility VI Reference * 

DMS-170 Query Update/CYBER Record Manager Data Admin Ref.... * 

DMS-170 Query Update V3 Appl Prog User (Use w/CYBER Rec Mgr) * 

DMS-17 Query Update V3 Reference . . * 

DMS-170 Query Update V3 UG (For use with CYBER Record Mgr) . . * 

Export High Speed Reference * 

FORTRAN Extd V4 Common Library Math Routines Reference * 

FORTRAN Extd V4 Instant * 

FORTRAN Extd V4 Reference * 

FORTRAN Extd V4 User • s Guide * 

FORTRAN Extd V4 to FORTRAN V5 Convers . Aid Program VI Ref... 3.00 

FORTRAN V5 Common Library Math Routines Reference 5.00 

FORTRAN V5 Instant 8.00 

FORTRAN V5 Reference 13 . 00 

Global Glossary * 

Hardware Performance Analyzer (HPA) User Reference 17.00 

Installation Handbook * 

INTERCOM V5 Interactive Command Summary * 

INTERCOM V5 Interactive Guide for Users of COBOL * 

INTERCOM V5 Multi-User Job Capability Reference . . ■ . * 

INTERCOM V5 Reference -. . 1 * 

INTERCOM V5 Remote Batch Command Summary '.'.'-. * 

INTERCOM V5 Remote Batch User Guide * 

Malet Language Programming Reference * 

Manual Abstracts * 

On-Line Maintenance Software Reference * 

Operator ' s Guide * 

Reference * 

Remote Host Facility (RHF) Access Method Reference 12.00 

Remote Host Facility (RHF) Usage 17 . 00 

Sort /Merge V4 & 1 Instant * 

Sort /Merge V4 & 1 Reference * 

Sort /Merge V5 Instant * 

Sort /Merge V5 Reference 5.00 

State Programming Language Reference * 

SYMPL VI Reference * 

SYMPL VI User Guide * 

System Programmer ' s Reference Vol .1 . . * 

System Programmer's Reference Vol.2 * 

Update VI Instant * 

Update VI Reference 3.00 

8-Bit Subroutines VI Reference * 
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0499100 
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0481900 
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0482000 
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0482200 
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0455840 
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0456070 
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0455010 
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0455850 
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A 


0456020 
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4000470 
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0453900 
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0493900 


W 


0493800 


U 


0459990 


B 


0460620 


E 


0497600 
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;0497500 


F 


i0484900 


C 


i0484800 


D 


i0472200 
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;0496400 


F 


;0499800 
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10494100 
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;0457370 
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10450000 
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;0449900 


F 


10495500 
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Price 



••MISCELLANEOUS** 



60487019 


A 


60000262 


G 


41618690 


D 


60000239 


02 


60000799 


A 


60000800 


A 


60000798 


A 


60000797 


A 


60000238 


02 


62940086 


F 


41618596 




60000562 


06 


62940990 


T 


62940551 


B 


60455370 


08 


62940671 


B 


62940524 


B 


62940552 


A 


60000453 


A 


62940655 




62940651 




62940760 




41618601 


A 


41618602 


A 


41618587 




SMD133869 




SMD133870 




GF60417700 


E 


60467710 


C 


41621105 


B 


41618592 


B 


41618588 




60000483 


4H 


60000485 


00 


41621847 




62941156 


A 


62941157 


A 


62941101 


A 


60420800 


H 


60487020 


B 


41618595 


B 


62940683 




60487003 


B 


60071500 


S 


60455480 


D 


60459050 


D 


60463820 


A 


62940503 


J 


62950151 


C 


41621163 


B 


41621161 





MISCELLANEOUS MANUALS 

ADC Manual Set (Aide-de-Camp) 

AMIGAS II User » s 

Automated Testing System (ATS) Reference (VI .2) 

CAM- APT-SURF Reference & User Guide (NOS/VE) 

CAM-POST DBMAN Reference Manual (Ver. 10.3) , 

CAM-POST GENER Reference Manual 

CAM-POST QUEST Reference Manual (Ver. 10.3) 

CAM-POST Unix User's Guide (Ver. 10.3) 

CAM-PUNCH Reference (NOS/VE, IRIX) 

CDC 110 Owner's Manual (4 Vol Set in Box) 

Contouring System V4 User Guide 

Control Data 4000 Series Applications Directory (1/93) 

Control Data 9000 Series Product Matrix 

Control Data 9100 Series Desktop Workstation Tech Report . . . 

CYBER Computer Systems Applications Directory (4/90) 

CYBER 910 Workstation Graphics Architecture Tech Report .... 

CYBER 910-400 Owner's Guide 

CYBER 910-400 (910B-482/483/484/485/486/487) Tech Report ... 
CYBER 910-500/910-600 UNIX V5 Keyboard Template ICEM DDN 2.1 

CYBER 910/920 Communications Kit 

CYBER 910/92 Operating System Kit 

CYBER 920 Owner ' s Kit 

DI-3000 Quick Reference Guide Version 6 

DI-3000 User ' s Guide Version 6 

DI-3000 User Guide Appendix D DI-TEXTPRO V2 

DUCT 5 Reference Manual Vol .1 

DUCT 5 Reference Manual Vol.2 

ECL 10, 000 Series Microcircuits Manual 

Energy Management Systems (EMS) Overview 

GK-2000 V3 User Guide 

GK-2000 V2 Quick Reference Guide 

GRAFMAKER User Guide Appendix B DI-TEXTPRO V2 

ICEM DYNA3D User ' s Manual (NOS/VE, IRIX) 

ICEM TAURUS User ' s Manual (NOS 2 , IRIX) 

IMSL Library 1 . 1 Reference Manuals Set 

Inf o*Engine Authoring Guide 

Inf o*Engine Installation Guide 

IRIX Project Accounting Guide 

KATO Motor Generator Sets (Serial 55972 & Above) HMM Vol.1.. 

Lakota User's Guide and Reference Manual 

Metafile Translator User Guide with CGM 

Mousepad (with Control Data logo) 

Personal Product Data Manager User's (Macintosh, Sun, HP) .. 
Product to Equipment /Equipment to Product Cross Ref List . . . 

Remote Host Facility LCN Handbook for DEC/VAX Systems 

Remote Host Facility Handbook for IBM Systems 

Remote Host Facility Program Interface Usage 

SGI Applications Directory (1994/1995) (OBSOLETE) 

Zenith Z-150 Diagnostic Reference 

Zenith Z-150/Z-160 PC Series Service Guide 

Zenith Z-200 PC Series Service Guide 
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62940520 


A 


60461500 


B 


60451300 


M 


60469010 


F 


60458530 


G 


60469430 


E 


60462300 


G 


60000328 


C 


60463550 


E 


60000119 


G 


60463520 


E 


60275300 


AS 


60275100 


J 
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Zenith 12 MHZ PC/AT Service Guide (Z-2500) NLA 

SITE PREPARATION MANUALS 

CDC Computer Systems (Inactive Products) Sec. 3 Periph Equip. * 

CDC Computer Systems Section 4 Monitoring & Power Data SPM . * 

CYBER 170 Model 835 Section 2 System Data SPM * 

CYBER 170/170M Models 865/875 Section 2 System Data SPM .... * 

CYBER 180 Models 810/830 Section 2 System Data SPM * 

CYBER 180 Models 840/850/860 Computer Systems SPM * 

Mainframe Complex CYBER 2000 SPM • 5.00 

Mainframe Complex Data CYBER 840A, 850A, 860A, 870A SPM * 

Mainframe Complex Data CYBER 960 & 962 SPM 7 .00 

Mainframe Complex Data CYBER 990E & 995E SPM * 

Peripheral Equipment Data SPM 21.00 

Site Preparation General Information * 

BINDERS 

3 RING FOR 8-1/2 X 11 MANUALS 

60086400 1" Binder - Grey with CDC Logo (D-Ring) 5.00 

60086220 1-1/2" Binder - Grey with CDC Logo (D-Ring) 5.00 

60086240 2-1/4" Binder - Grey with CDC Logo (D-Ring) 7.00 

3 RING FOR 6X9 MANUALS 

60086215 2" Binder - Grey with CDC Logo (D-Ring) 5.00 

6 RING CODE BOOK (INSTANT) BINDERS 

60088701 1" Binder - Grey with CDC Logo 8.00 

6 RING FOR 11 X 17 DIAGRAM MANUALS 

60087020 1-1/2" Binder - Grey with CDC Logo 18.00 
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